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ABSTRACT 
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telephone and fax numbers, and electronic addresses; contact name; 
collection; equipment; audience; and services provided. Also provided 
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geographic distribution of ERIC Resource Collections, ERIC 
publication subscription information, and an alphabetical 
organization index, (SWC) 
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ERIC Directory 



Educational Resources Information Center 
(ERIC) 

U.S. Department of Education 
National Library of Education 
555 New Jersey Avenue NW 
Washington, DC 20208-5720 
Telephone: (202) 2 1 9-222 1 
Internet: eric@inet.ed.gov 

Clearinghouses 

Adult, Career, and Vocational Education 

The Ohio State University 

1900 Kenny Road 

Columbus, OH 432 1 0- 1 090 

Toll Free: (800) 848-4815 

Telephone: (614) 292^353 

Internet: ericacve@magnus.acs.ohio-state.edu 

Assessment and Evaluation 

The Catholic University of America 

210 O’Boyle Hall 

Washington, DC 20064—4035 

Toll Free: (800) G04-ER1C (464-3742) 

Telephone: (202) 673-381 1 

Internet: eric_ae@cua.edu 

Community Colleges 

University of California at Los Angeles 

3051 Moore Hall 

P.O. Box 95 152 1 

Los Angeles, CA 90095-1 521 

Toll Free: (800) 832-8256 

Telephone: (310) 825-3931 

Internet: ericcc@ucla.edu 

Counseling and Student Services 
University of North Carolina at Greensboro 
School of Education 
1000 Spring Garden Street 
Greensboro, NC 274 1 2-500 1 
Toll Free: (800) 4 14-9769 
Telephone: (910) 334—41 14 
Internet: ericcass@iris.uncg.edu 

Disabilities and Gifted Education 
The Council for Exceptional Children 
1920 Association Drive 
Reston, V A 20191-1589 
Toll Free: (800) 328-0272 
Telephone: (703) 264—9474 
TTY: (703) 264-9449 
Internet: ericec@cec.sped.org 

Educational Management 

5207 University of Oregon 
1787 Agate Street 
Eugene, OR 97403-5207 
Toll Free: (800) 438-8841 
Telephone: (541) 346-1684 
Internet: ppiele@oregon.uoregon.edu 

Elementary and Early Childhood Education 

University of Illinois 

805 West Pennsylvania Avenue 

Urbana, IL 6 180 1^897 

Toll Free: (800) 583-4135 

Telephone: (217) 333-1386 

Internet: ericeece@uiuc.edu 

Higher Education 

The George Washington University 
One Dupont Circle NW, Suite 630 
Washington, DC 20036-1183 
Toll Free: (800) 773-3742 
Telephone: (202) 296-2597 
Internet: eriche@inet.ed.gov 

o 



Information & Technology 
Syracuse University 

4—194 Center for Science and Technology 

Syracuse, NY 13244-4100 

Toll Free: (800)464-9107 

Telephone: (3 1 5) 443-3640 

Internet: eric@ericir.syr.edu 

AskERIC (Internet-based question-answering 

service): askeric@ericir.syr.edu 

Languages and Linguistics 
Center for Applied Linguistics 
1118 22nd Street NW 
Washington, DC 20037-0037 
Toll Free: (800) 276-9834 
Telephone: (202) 429-9292 
Internet: eric@cal.org 

Reading, English, and Communication 

Indiana University 

Smith Research Center 

2805 East 10th Street, Suite 150 

Bloomington, IN 47408-2698 

Toll Free: (800) 759^723 

Telephone: (812) 855-5847 

Internet: ericcs@indiana.edu 

Rural Education and Small Schools 

Appalachia Educational Laboratory 
1 03 1 Quarrier Street 
P.O. Box 1348 
Charleston, WV 25325-1348 
Toll Free: (800) 624-9120 
Telephone: (304) 347-0400 
Internet: lanhamb@ael.org 

Science, Mathematics, and Environmental 
Education 

The Ohio State University 
1 929 Kenny Road 
Columbus, OH 43210-1080 
Toll Free: (800) 276-0462 
Telephone: (614) 292-6717 
Internet: ericse@osu.edu 

Social Studies/Social Science Education 
Indiana University 
Social Studies Development Center 
2805 East 10th Street, Suite 120 
Bloomington, IN 47408-2698 
Toll Free: (800) 266-3815 
Telephone: (812) 855-3838 
Internet: ericso@indiana.edu 

Teaching and Teacher Education 
American Association of Colleges for Teacher 
Education 

One Dupont Circle NW, Suite 610 
Washington, DC 20036-1 186 
Toll Free: (800) 822-9229 
Telephone: (202) 293-2450 
Internet: ericsp@inet.ed.gov 

Urban Education 

Teachers College, Columbia University 

Institute for Urban and Minority Education 

Main Hall, Room 303, Box 40 

New York, NY 10027-6696 

Toll Free: (800) 601^868 

Telephone: (2 1 2) 678-3433 

Internet: eric-cue@columbia.edu 

Adjunct Clearinghouses 

Art Education 

Indiana University 
Social Studies Development Center 
2805 East 10th Street, Suite 120 
Bloomington, IN 47408-2698 
Toll Free: (800) 266-3815 
Telephone: (812) 855-3838 
Internet: ericso@indiana.edu 

Child Care 

National Child Care Information Center 
301 Maple Avenue West, Suite 602 
Vienna, VA 22180 
Toll Free: (800) 616-2242 
Telephone: (703) 938-6555 
Internet: agoldstein@acf.dhhs.gov 



Clinical Schools 

American Association of Colleges for 
Teacher Education 
One Dupont Circle NW, Suite 610 
Washington, DC 20036-1 186 
Toll Free: (800) 822-9229 
Telephone: (202) 293-2450 
Internet: iabdalha@inet.ed.gov 

Consumer Education 

National Institute for Consumer Education 

207 Rackham Building 

Eastern Michigan University 

Ypsilanti, Ml 48197-2237 

Telephone: (313) 487-2292 

Internet: nice@emu.vax.emich.edu 

Entrepreneurship Education 

The Center for Entrepreneurial Leadership 

Ewing Marion Kauffman Foundation 

4900 Oak Street 

Kansas City, MO 641 1 2-2776 

Toll Free: (888) 4-CELCEE (423-5233) 

Telephone: (816) 932-1000 

Internet: celcee@ucla.edu 

ESL Literacy Education 

Center for Applied Linguistics 

1118 22nd Street NW 

Washington, DC 20037-0037 

Telephone: (202) 429-9292, Extension 200 

Internet: ncle@cal.org 

Law-Related Education 

Indiana University 
Social Studies Development Center 
2805 East 10th Street, Suite 120 
Bloomington, IN 47408-2698 
Toll Free: (800) 266-3815 
Telephone: (812) 855-3838 
Internet: ericso@indiana.edu 

Test Collection 
Educational Testing Service 
Princeton, NJ 08541 
Telephone: (609) 734-5737 
Internet: mhalpem@ets.org 

U.S.-Japan Studies 

Indiana University 
Social Studies Development Center 
2805 East 1 0th Street, Suite 1 20 
Bloomington, IN 47408-2698 
Toll Free: (800) 266-3815 
Telephone: (812) 855-3838 
Internet: japan@indiana.edu 

Support Components 

ACCESS ERIC 

1600 Research Boulevard 

Rockville, MD 20850-3172 

Toll Free: (800) LET-ERIC (538-3742) 

Telephone: (301) 251-5789 

Internet: acceric@inet.ed.gov 

ERIC Document Reproduction Service 
7420 Fullerton Road, Suite 1 10 
Springfield, VA 22153-2852 
Toll Free: (800) 443-ERIC (3742) 
Telephone: (703) 440-1400 
Internet: edrs@inet.ed.gov 

ERIC Processing and Reference Facility 

Computer Sciences Corporation 

1 100 West Street, Second Floor 

Laurel, MD 20707-3598 

Toll Free: (800) 799-ERIC (3742) 

Telephone: (30 1 ) 497-4080 

Internet: ericfac@inet.ed.gov 
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introduction 



The Directory of ERIC Resource Collections (formerly the Directory of ERIC Information Service 
Providers) lists 1,029 organizations that provide individuals with access to the ERIC database and 
related resources. It is designed to help users quickly locate organizations that offer ERIC resources 
and related services within a geographically short distance. 

The Directory includes organizations that do one or more of the following: 

■ Provide online (including Internet) or CD-ROM access to the ERIC database on a regular 
basis. 

■ Maintain sizeable collections of ERIC microfiche. 

■ Subscribe to and collect ERIC publications, including Resources in Education {RIE)^ Current 
Index to Journals in Education (C/JE), the Thesaurus of ERIC Descriptors^ and/or ERIC 
Clearinghouse publications. 

Keep in mind that services offered change frequently. For this reason, we suggest that you call to 
check relevant details before you visit a service provider. 

Organizations that would like to update their entries and those that would like to be included in 
future editions should complete the data collection form in the back of this Directory and mail it to: 
ACCESS ERIC, ERC Data Collection, 1600 Research Boulevard, Rockville, Maryland 20850-3172. 
If you prefer, you can FAX it— 301/309-2084— or call ACCESS ERIC at 1-800-LET-ERIC. 

A searchable version of the Directory of ERIC Resource Collections and other ACCESS ERIC 
reference and referral databases will soon be available online via the ERIC Systemwide Website on 
the Internet (http://www.aspensys.com/eric) and via America Online (Keyword: eric). For more 
information, call ACCESS ERIC. 



How To Use This Directory 

The ERIC resource collection providers appearing in this Directory are arranged geographically and 
grouped into three categories: the United States, outlying territories, and other countries. United 
States entries are arranged alphabetically by state and city, whereas outlying territories and other 
countries are arranged alphabetically by country and city. This arrangement places entries for 
organizations in the same city together for ease of location and referral. 
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SAMPLE DIRECTORY ENTRY 



CENTRAL UNIVERSITY NOTES 

General Library 
1234 Main Street 
Middletown, MD 23456-1234 
Phone: 301/123^567 Toll-free: 800/123^567 
TTY: 301/123^567 
Fax: 301/123-7654 
E-mail: reference@centralu.edu 
Gopher: gopher.centralu.edu 
URL: http://www.centralu.edu 



Contact: 


Jane Doe, Reference Librarian 


Name and/or position of contact(s). 


Collection: 


RIE (Dates); 

CUE (Dates); 

Thesaurus (Edition); 

Microfiche 

CD-ROM 

Online 

ERIC Tools 


RIE started in 1966 
CUE started in 1969 
Latest edition is 13th, 1995 
Microfiche started in 1966 
Included if available 
Included if available 

ERIC Tools {Identifier Authority List, Title 
Index, etc.) 


Equipment: 


MF reader; MF reader/printer; 
MF duplicator; Copier; 
Microcomputer; Computer 
terminal 


MF = Microfiche 


Audiences: 


University/College faculty and 
students; Area residents 


Samples from a larger pool of audience types. 


Services: 


Bibliographic instruction; Online 
search services; Library services; 
PC reproduction; MF duplication; 
Interlibrary loan; Search strategy 
consultation 


Samples from a larger pool of service categories. 

PC = Paper copy 
MF = Microfiche 




vi 
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Geographic Distribution 
(Number of ERIC Resource Collections 
by State, Outlying Territory, and Other Country) 



ERIC Resource 



state 


Collections 


Alabama 


15 


Alaska 


4 


Arizona 


7 


Arkansas 


14 


California 


61 


Colorado 


11 


Connecticut 


9 


Delaware 


3 


District of Columbia 


. 18 


Florida 


27 


Georgia 


28 


Hawaii 


3 


Idaho 


4 


Illinois 


35 


Indiana 


19 


Iowa 


12 


Kansas 


15 


Kentucky 


17 


Louisiana 


16 


Maine 


7 


Maryland 


22 


Massachusetts 


22 


Michigan 


28 


Minnesota 


14 


Mississippi 


15 


Missouri 


21 


Montana 


6 


Nebraska 


9 


Nevada 


2 


New Hampshire 


8 


New Jersey 


21 


New Mexico 


6 


New York 


78 


North Carolina 


32 


North Dakota 


3 


Ohio 


36 


Oklahoma 


18 


Oregon 


12 


Pennsylvania 


35 


Rhode Island 


4 


South Carolina 


13 


South Dakota 


3 


Tennessee 


18 


Texas 


56 


Utah 


6 


Vermont 


3 


Virginia 


31 


Washington 


17 


West Virginia 


10 


Wisconsin 


24 


Wyoming 


1 


Subtotal 


899 



ERIC Resource 
Outlying Territory Collections 



Guam 


1 


Puerto Rico 


7 


Virgin Islands 


2 


Subtotal 


ERIC Resource 


Country 


Collections 


Australia 


30 


Belgium 


1 


Canada 


48 


Denmark 


1 


England 


4 


Finland 


1 


France 


1 


Germany 


5 


Hong Kong 


1 


Israel 


1 


Italy 


1 


Japan 


2 


Lebanon 


1 


Malaysia 


2 


Mexico 


4 


Namibia 


1 


The Netherlands 


3 


New Zealand 


2 


Norway 


1 


Papua New Guinea 


1 


Philippines 


1 


Qatar 


1 


Republic of Singapore 


1 


South Africa 


1 


Sweden 


2 


Switzerland 


2 


United Arab Emirates 


1 


Subtotal 


120 


TOTAL 


1,029 
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Subscription Information 



For more information about subscribing to ERIC publications, purchasing ERIC microfiche, 
or obtaining online or CD-ROM access to ERIC, contact the appropriate agency listed 
below. 



Product 

Clearinghouse Publications 

Current Index to Journals in 
Education (CUE) 

ERIC Database on CD-ROM 



ERIC Database Online 

ERIC Database Tapes 

ERIC Identifier Authority List 
ERIC Microfiche 

ERIC Tools (indexing and abstracting tools) 
Resources in Education (RIE) 



Source 

Individual ERIC Clearinghouses 
(See inside front cover for addresses and 
telephone numbers.) 

Oryx Press 800-279-ORYX (6799) 

URL: http://www.oryxpress.com 

EBSCO Publishers 800-653-2726 
ERIC Processing and Reference 
Facility 800-799-ERIC (3742) 

Kline Publishing, Inc. (KPI) 408-720-8321 
Knight-Ridder, Inc. 800-334-2564 
Oryx Press 800-279-ORYX (6799) 
SilverPlatter 800-343-0064 

Data-Star-Dialog +44 71 930 7646 
Knight-Ridder 800-334-2564 
OCLC 800-848-5878 
Ovid Technologies 800-950-2035 

ERIC Processing and Reference 
Facility 800-799-ERIC (3742) 

URL: http://ericfac.piccard.csc.com/Start/html 

Oryx Press 800-279-ORYX (6799) 

URL: http://www.oryxpress.com 

ERIC Document Reproduction Service 
(EDRS) 800-443-ERlC 
URL: http/Zedrs.com 

ERIC Processing and Reference 
Facility 800-799-ERIC (3742) 

URL: http://ericfac.piccard.csc.com/Start/html 

U.S. Government Printing Office (GPO) 

Superintendent of Documents 

P.O. Box 371954 

Pittsburgh, PA 15250-7954 

Telephone: 202-512-1800 

Fax: 202-512-2250 

URL: http://www.access.gpo.gov 



Thesaurus of ERIC Descriptors Oryx Press 800-279-ORYX (6799) 

URL: http://www.oryxpress.com 

;.u8Aj! 



Directory of ERIC Resource Collections 



ALABAMA 



(001) AUBURN UNIVERSITY 
Center for Vocational Education 
Herman T. Pruett Resource Center 
Donahue and Thach Streets 
Auburn University, AL 36849 
Phone: 334/844-3806 Fax: 334/844-3839 

E-mail: lanhaba@mail.aubum.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dr. Maria Kraska, Head, Information 
Center; Betty Lanham 
Thesaurus (13th, 1995) 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Vocational education community; 
Administrators/Directors/Principals 
Online search services; Library services; 
Paper copy reproduction 



(004) SAMFORD UNIVERSITY 
HanA/ell G. Davis Library 
800 Lakeshore Drive 
Birmingham, AL 35229-7008 
Phone: 205/870-2748 Fax: 205/870-2642 

E-mail: dkfitch@maiIbox.samford.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Donna K. Fitch, Reference Unit 
Coordinator 

RIE (1966-); Thesaurus (10th, 1984); 
Microfiche (1973-); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College librarians; Researchers 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 



(002) AUBURN UNIVERSITY 
Ralph Brown Draughon Library 
Microforms and Documents Department 
Me II Street 

Auburn University, AL 36849-5606 

Phone: 334/844-1702 TTY: 334/844-1738 

Fax: 334/844-4424 

E-mail: hstrait@lib.auburn.edu 

Gopher: gopher.auburn.edu 

URL: http://www.lib.auburn.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



T. Harmon Straiton, Jr., Reference; 

Tim Dodge; Janet Frederick 
RIE (1965-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via Interlibrary loan; ERIC 
publications; Bibliographic instruction; 
Research; Consultant services; Online 
search services; Library services; Paper 
copy reproduction; Microfiche duplication; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(003) MERKEZI LIBRARY 
P.O. Box 830682 
Birmingham, AL 35282 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Librarian 
Microfiche (1995-); CD-ROM; 

Online database 
MF reader; Copier 
General public 

Library services; Paper copy reproduction 



(005) UNIVERSITY OF ALABAMA AT BIRMINGHAM 
Mervyn H. Sterne Library 
University Station 
Birmingham, AL 35294 
Phone: 205/934-6364 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Gordon H. Dunkin, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); 

Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 
Online search services 



(006) UNIVERSITY OF NORTH ALABAMA 
Collier Library 
Morrison Avenue 
Florence, AL 35632 

Phone: 205/760-4469 Fax: 205/767-5292 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Norman Eisner, Reference Coordinator; 
Wayne O'Neal, Acquisitions 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Referrals 



(007) UNIVERSITY OF ALABAMA IN HUNTSVILLE 
Library 

Huntsville, AL 35899 
Phone: 205/890-6529 

Contact: Jay McNamara, Government Documents 

Librarian 

Collection: RIE (1968-); CUE (1969-); Thesaurus 

(12th, 1990) 
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Directory of ERIC Resource Collections 



(007) UNIVERSITY OF ALABAMA IN HUNTSVILLE 
(cont.) 

Audiences: University/College faculty and students 
Services: Library services 



(008) JACKSONVILLE STATE UNIVERSITY 
Houston Cole Library 
North Pelham Road 
Jacksonville, AL 36265 

Phone: 205/782-5255 Fax: 205/782-5872 

E-mail: bhubbard@jsucc.jsu.edu 
URL: http :/^su cc.jsu.edu/home.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Janice Costello, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Research; 
Technical assistance; Consultant services; 
Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Microfiche blowback; 
Document delivery; Interlibrary loan 



(009) UNIVERSITY OF WEST ALABAMA 
Julia Tutwiler Learning Resources Center 
Livingston, AL 35470 

Phone: 205/652-3613 Fax: 205/652-2332 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1974-); Thesaurus 
(11th, 1987); Microfiche (1966-) 

MF reader; MF reader/printer 
General public 

Online search services; Library services; 
Paper copy reproduction; Document 
delivery; Interlibrary loan 



(010) UNIVERSITY OF SOUTH ALABAMA 
University Library 
307 University Boulevard 
Mobile, AL 36688-0002 

Phone: 334/460-7025 Fax: 334/460-7636 

E-mail: jwright@jaguar1 .usouthal.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Librarian 
RIE (1966-); CUE (1970-); Thesaurus 
(12th,. 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area faculty and students; Regional 
residents 

Online. search services; Library services; 
Paper copy reproduction 



(011) UNIVERSITY OF MONTEVALLO 
Carmichael Library 
Station 6100 

Montevallo, AL 35115-6100 

Phone: 205/665-6100 Fax: 205/665-7892 

E-mail: polhill@um.montevallo.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Rachel Polhill, Patsy Sears, 

Reference Librarians 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; Copier; Microcomputer; 

Computer terminal 

University/College faculty and students; 
Area residents; Administrators/Directors/ 
Principals; Local school district personnel; 
Counselors/Social workers 
ERIC training;. Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan; Search strategy consultation 



(012) AUBURN UNIVERSITY AT MONTGOMERY 
Library 

7300 University Drive 
Montgomery, AL 36117-3596 
Phone: 334/244-3649 Fax: 334/244-3720 

E-mail: barbara@library.aum.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Dekle, Head of Reference; Mary 

Turner; Maranda Faulk 

RIE (1970-); CUE (1977-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 



(013) ALABAMA A&M UNIVERSITY 
J.F. Drake Memorial Learning Resources Center 
P.O. Box 489 , 

4107 Meridan Street North 
Normal, AL 35762. 

Phone: 205/851-5760 Fax: 205/851-5768 

E-mail: birdie_o_weir@solinet.net 

Contact: Prudence W. Bryant, Head, Reference and 

Information Services 

Collection: RIE (1969-); CUE (1972-); Thesaurus 

(12th, 1990); Microfiche (1969-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal > 
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ALABAMA 



(013) ALABAMA A&M UNIVERSITY (cont.) 

Audiences: University/Coiiege faculty and students; 
Area residents 

Services: ERIC publications; Online search services; 

Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



(014) TROY STATE UNIVERSITY 
Library 

Reference Department 
Troy, AL 36082 

Phone: 205/670-3266 Fax: 205/566-6500 

E-mail: rmurphy@trojan.troyst.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Education Subject Specialists; 

Reference Librarians 

RIE (1966-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1966-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
University/College faculty and students; 
Area residents 

ERIC publications; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan; 
Educational documents index; Educational 
documents abstracts 



(015) UNIVERSITY OF ALABAMA 
McLure Education Library 
P.O. Box 870266 

University Boulevard and Stadium Drive 
Tuscaloosa, AL 35487-0266 
Phone: 205/348-6055 Fax. 205/348-8833 

E-mail: educlibr@ua1vm.ua.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Hilda Visscher, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 
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(016) UNIVERSITY OF ALASKA— ANCHORAGE 
Consortium Library 
3211 Providence Drive 
Anchorage, AK 99508 

Phone: 907/786-1848 Fax: 907/786-6050 

E-mail: ayref@orion.alaska.edu 
URL: http://orion.alaska.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Clara Sitter, Reference Librarian 
RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995): Microfiche (1967-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training: Bibliographic instruction; 
Curriculum guides; Research; Online 
search services; Library services; Paper 
copy reproduction; Microfiche duplication; 
Document delivery; Interlibrary loan; 

Search strategy consultation 



(017) UNIVERSITY OF ALASKA— FAIRBANKS 
Elmer E. Rasmuson Library 
Fairbanks, AK 99775 

Phone: 907/474-7482 Fax: 907/474-6841 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sharon West, Reference; Interlibrary 
Loan Office 

RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); 

Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
University/College faculty and students; 
State residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(018) ALASKA STATE LIBRARY 
P.O. Box 110571 
Juneau, AK 99811-0571 

Phone: 907/465-2942 TTY: 907/465-3970 

Fax: 907/465-2665 
E-mail: asl@muskox.alaska.edu 
URL: http://sled.alaska.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Catherine Wallen, Head, User Services; 
Mike Mitchell, Head, Information Services 
RIE (1967-): CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Microfiche duplication; 
Interlibrary loan 



(019) UNIVERSITY OF ALASKA— SOUTHEAST 
JUNEAU CAMPUS 

William A. Egar Library 
11120 Glacier Highway 
Juneau, AK 99801 

Phone: 907/465-6466 Fax: 907/465-6249 

E-mail: jylibr@acad1.alaska.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Carol Ottesen, Instructional 
Services Librarian 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Research; Online 
search services; Library services; Paper 
copy reproduction 




4 



Directory of ERIC Resource Collections 



ARIZONA 



(020) NORTHERN ARIZONA UNIVERSITY 
Cline Library 
C.U. Box 6022 
Flagstaff, AZ 8601 1 

Phone: 602/523-6805 Fax: 602/523-3770 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Muriel J. Coil, Education 
Specialist/Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Search services 
for university community only 



(021) ARIZONA DEPARTMENT OF EDUCATION 
Bin 48 

Educational Information Center 
1535 West Jefferson 
Phoenix, AZ 85007 

Phone: 602/542-5416 Fax: 602/542-5467 

URL: http://www.ade.state.az.us 



Collection: 

Equipment: 

Audiences: 



Services: 



RIE (1968-); Thesaurus (12th, 1990); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Administrators/Directors/Principals; 
Counselors/Social workers; School 
districts; Department of education 
personnel; State boards of education; 
Elementary school librarians; Secondary 
school librarians; Elementary school 
teachers; Secondary school teachers 
ERIC publications; Online search services; 
Microfiche duplication; Not available to 
the public 



(022) ARIZONA EDUCATIONAL INFORMATION 
SYSTEM 

Arizona State University 
College of Education 
Tempe, AZ 85287-2611 

Phone: 602/965-7161 Toll-free: 800/624-2347 

Fax: 602/965-4139 

E-mail: aeis@asu.edu 

URL: http://tikkun.ed. asu.edu/'^aeis 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ganesh Tirupalavanam Gopal 
Thesaurus (11th, 1987) 

Computer terminal 

School districts; Education agencies; 
University/College faculty and students 
Online search services 



(023) ARIZONA STATE UNIVERSITY 
Hayden Library 
Tempe, AZ 85287-1006 

Phone: 602/965-6164 Fax: 602/965-9169 

Gopher: carl.lib.asu.edu 
URL: http://www.lib.asu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Julie Tharp, Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer 

General public 

Bibliographic instruction; Library services; 
Paper copy reproduction 



(024) PIMA COMMUNITY COLLEGE 
West Campus Library 
2202 West Anklam Road 
Tucson, AZ 85709 

Phone: 602/884-6821 Fax: 602/884-6531 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Microfiche 
(1966-1987); Online database 
MF reader; MF reader/printer; 
Microcomputer 

Community colleges; Local residents 
Online search services; Library services; 
Microfiche duplication; Interlibrary loan; 
Search strategy consultation 



(025) UNIVERSITY OF ARIZONA 
Library 

Tucson, AZ 85721 

Phone: 602/621-6441 Fax: 602/621-4619 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian; Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Computer terminal 
General public 

Online search services; Paper copy 
reproduction; Microfiche blowback 



(026) ARIZONA WESTERN COLLEGE LIBRARY 
P.O. Box 929 
Yuma, AZ 85366 

Phone: 602/344-7660 Fax: 602/344-7751 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mary Hegle Drewes, Reference Librarian 
RIE (1984-); CUE (1986-); Thesaurus 
(12th, 1990); Microfiche (1988-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan; Search strategy 
consultation 
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(027) HENDERSON STATE UNIVERSITY 
Hule Library 
Box 7541 

Arkadelphia, AR 71999-0001 

Phone: 501/246-551 1 Fax: 501/246-91 1 3 

E-mail: ragnij@backbone.hsu.arknet.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



John RagnI, Reference; Robert Yehl, 
Collection Development 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987): Microfiche (1978-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and 
students; State education community; 

State residents 

Online search sen/ices; Library services; 
Paper copy reproduction 



(028) OUACHITA BAPTIST UNIVERSITY 
Riley-Hickingbotham Library 
410 Ouachita Street 
Arkadelphia, AR 71923 

Phone: 501/245-5119 Fax: 501/245-5500 

E-mail: granade@obu.arknet.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janice Cockerham, Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC training; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction; Referrals 



(029) UNIVERSITY OF CENTRAL ARKANSAS 
Torreyson Library 
Conway, AR 72032 

Phone: 501/450-3129 Fax: 501/327-9938 



(030) UNIVERSITY OF ARKANSAS (conL) 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan; 

ERIC publications: ERIC training: Online 
search training; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction: Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation 

(031) ARKANSAS STATE UNIVERSITY 
Dean B. Ellis Library 

P.O. Box 2040 

Aggie Road at Caraway Road 
Jonesboro, AR 72467 

Phone: 501/972-3077 Fax: 501/972-5706 

E-mail: bhansard@quapaw.astate.edu 



Contact: 

Collection: 



Equipment; 

Audiences: 

Services: 



Terrie Sypolt 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1965-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(032) ARKANSAS DEPARTMENT OF EDUCATION 
Resource Center 

State Education Buildings, Room 103A 

#4 Capitol Mall 

Little Rock, AR 72201 

Phone: 501/682-4220 Fax: 501/682-4466 

E-mail: mlewis@loki.k12.ar.us 
URL: http://hermes.k12.ar.us/ade/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Margaret Morrison, Reference Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
University/Co liege faculty and students; 
Area residents 

Online search services; Library services; 
interiibrary loan 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Maxine Lewis, Supervisor 
Thesaurus (13th, 1995); Microfiche 
(1966-1977); CD-ROM 
MF reader/printer; Copier; Microcomputer; 
Computer terminal 
Department of education personnel 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Not available to the public 



(030) UNIVERSITY OF ARKANSAS 
Mullins Library 
Fayetteville, AR 72701 

Phone: 501/575-4101 Fax: 501/575-6656 

E-mail: emckee@comp.uark.edu 
URL: http://www.uark.edu 

Contact: Elizabeth McKee, Reference Department; 

Michael Burgmeier, Audiovisual 
Department 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 



(033) ARKANSAS STATE LIBRARY 
One Capitol Mall 
Little Rock, AR 72201 

Phone: 501/682-2053 Fax: 501/682-1529 

E-mail: aslret@comp.uark.edu 

Contact: Mary Leckie, Coordinator of State 

Library Services 

Collection: RIE (1968-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader/printer; MF duplicator; Copier; 
Microcomputer 
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(033) ARKANSAS STATE LIBRARY (cont.) 

Audiences: Public librarians; State government 

personnel; General public with restrictions 
Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 

(034) UNIVERSITY OF ARKANSAS AT LITTLE ROCK 
Often he imer Library 

2801 South University 
Little Rock, AR 72204 

Phone: 501/569-8819 Fax: 501/569-3017 



(036) SOUTHERN ARKANSAS UNIVERSITY (cont.) 

Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 

(037) ENGINEERING TRAINING CENTER (10A4A) 
Department of Veterans Affairs Medical Center 
2200 Fort Roots Drive 

North Little Rock, AR 72114-1706 

Phone: 501/370-6618 Fax: 501/661-1202 x4186 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Denise Alexander, Media Supervisor; 
Nancy Gray, Head, Reference/Microforms 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Interlibrary loan; Search strategy 
consultation 



(035) UNIVERSITY OF ARKANSAS FOR MEDICAL 
SCIENCES LIBRARY 
Slot 586 

4301 West Markham 
Little Rock, AR 72205 

Phone: 501/686-6734 Fax: 501/686-6745 

E-mail: curtis@liblan.uams.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy Curtis, Rena Sheffer, Information 
Access Librarians 

RIE (1979-); CUE (1971-); Thesaurus 
(12th, 1990); Online database 
Copier 

Health care professionals; Practitioners; 
Researchers; University/College faculty 
and students 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Technical 
assistance; Consultant services; 
Information dissemination; Online search 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(036) SOUTHERN ARKANSAS UNIVERSITY 
Magale Library 
SAU Box 1401 
Magnolia, AR 71753 

Phone: 501/235-4170 Fax: 501/235-5018 

E-mail: dmmccloy@saumag.edu 

Contact: Donna McCloy 

Collection: RIE (1966-); CUE (1970-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Genna G. Gallegty, Instructional 
Systems Specialist 
RIE (November 1987-) 

Copier; Computer terminal 
Government personnel 
Paper copy reproduction 



(038) UNIVERSITY OF ARKANSAS AT PINE BLUFF 
Watson Memorial Library 
Highway 79, North 
Pine Bluff, AR 71601 

Phone: 501/543-8411 Fax: 501/543-8009 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Elaine Yates, Coordinator, Computer 
Searches; Deloris Johnson, Serials/ 
Documents 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents; Researchers 
Paper copy reproduction 



(039) ARKANSAS TECH UNIVERSITY 
Tomlinson Library 
Russelville, AR 72801-2222 
Phone: 501/968-0289 Fax: 501/968-2 1 85 

E-mail: libp@atuvm.atu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Wilma Labahn, Associate Librarian 
RIE (1966-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1974-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
General public with restrictions 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 
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(040) HARDING UNIVERSITY 
Brackett Library 
Box 2267 

Searcy, AR 72149-0001 
Phone: 501/279-4354 
E-mail: adixon@harding.edu 

Contact: Reference Librarian 

Collection: RIE (1966-1995); CUE (1982-1995); 

Thesaurus (13th, 1995); Microfiche 
(1966- select; 1994-); CD-ROM; 

Online database 
Equipment: MF reader; Copier 
Audiences: General public postsecondary age 
Services: Library services; Paper copy reproduction; 

ERIC microfiche via interlibrary loan 
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CALIFORNIA 



(041) HUMBOLDT STATE UNIVERSITY 
Library 

Areata, CA 95521 

Phone: 707/826-3416 Fax: 707/826-3440 

E-mail: jrb2@axe.humboldt.edu 
URL: http://library.humboIdt.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Joan Berman, Education Librarian; 

Reference Librarian 

RIE (1966-): CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer 

General public 

Paper copy reproduction 



(042) AZUSA PACIFIC UNIVERSITY 
Marshburn Memorial Library 
921 East Alosta Avenues 
Azusa, CA 91702 

Phone: 81 8/969-3434 Fax: 81 8/969-661 1 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dorcas Szeto, Serials Librarian 
RIE (1966-); Thesaurus (12th, 1990); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students 
Online search services; Library services 



(043) CALIFORNIA STATE UNIVERSITY— 
BAKERSFIELD 
9001 Stockdale Highway 
Bakersfield, CA 93311 

Phone: 805/664-3042 Fax: 805/664-3238 

E-mail: rhersberger@csubak.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



David Kosakowski, Systems Coordinator 
RIE (1988-); CUE (1969-1992); 

Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students 
ERIC publications; Online search services; 
Paper copy reproduction 



(044) UNIVERSITY OF CALIFORNIA— BERKELEY 
Education-Psychology Library 
2600 Tolman Hall 
Berkeley, CA 94720 

Phone: 510/642-4208 Fax: 510/642-8224 



Contact: 

Collection: 



Equipment: 



Barbara Glendenning, Reference Services; 
Barbara Kornstein, Branch Head 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 



(044) UNIVERSITY OF CALIFORNIA— 
BERKELEY (cont.) 



Audiences: General public with restrictions 
Services: ERIC publications; Bibliographic 

instruction; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan; Search 
strategy consultation; Educational 
documents index; Educational documents 
abstracts 

(045) CALIFORNIA STATE UNIVERSITY— 

DOMINGUEZ HILLS 
University Library 
800 East Victoria Street 
Carson, CA 90747 

Phone: 310/516-3700 Fax: 310/516-4219 

E-mail: nmoy@dhvx20.csudh.edu 

URL: http://www.csudh.edu/library/ulib/lib.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Naomi Moy, Reference Librarian 
RIE (1968-); CUE (1969-1975; 1977; 
1979-); Thesaurus (12th, 1990); 
Microfiche (1969-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents 

Library services; Paper copy reproduction 



(046) CALIFORNIA STATE UNIVERSITY— CHICO 
Meriam Library 
Reference Department 
Chico, CA 95929-0295 

Phone: 916/898-6361 Fax: 916/898-4443 

URL: http://www.csuchico.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Pease. Reference Department 
RIE (1966-); CUE (1969-1994); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
State education community; Local 
education community; State residents 
Online search services; Paper copy 
reproduction 



(047) CLAREMONT COLLEGE 
Honnold Library 

Government Publications Department 
800 North Dartmouth 
Claremont, CA 91711 

Phone: 714/621-8000 x4293 Fax: 714/621-4733 
E-mail: mmartin@rocky.claremont.edu 

Contact: Mary Martin, Department Head 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader/printer; Copier; Microcomputer; 
Computer terminal 
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(047) CLAREMONT COLLEGE (cont.) 

Audiences: University/College faculty and students; 
Area residents 

Services: Online search services; Library services; 

Paper copy reproduction; Interlibrary loan 



(050) UNIVERSITY OF CALIFORNIA--DAVIS (cont.) 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication 



(048) CALIFORNIA STATE UNIVERSITY 
Hayward Contra Costa Center Library 
4700 Ygnacio Valley Road 
Concord, CA 94521-4550 
Phone: 415/945-8744 



Collection: 



Equipment: 

Audiences: 



Services: 



RIE (1980-); CUE (1981-); Thesaurus 
(12th, 1990); Microfiche (1981— select); 
CD-ROM 

MF reader; Copier; Microcomputer; 
Computer terminal 

U n ive rs ity/Co I lege ad m in istrato rs/d irectors ; 
University/College governing boards; 
University/College faculty and students; 
University/College librarians; General 
public postsecondary age 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Library services; 
Paper copy reproduction; Microfiche 
duplication; Document delivery 



(049) PEPPERDINE UNIVERSITY 
Library 

Pepperdine University Plaza 
400 Corporate Pointe 
Culver City, CA 90230 

Phone: 213/306-5686 Fax: 213/568-5727 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cynthia Lundquist, Information 
Services Librarian 

RIE (1968-); CUE (1970-); Thesaurus 
(11th, 1987); Microfiche (1970-); Online 
database; ERICTOOLS 
MF reader/printer; Copier; Computer 
terminal 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(050) UNIVERSITY OF CALIFORNIA— DAVIS 
Shields Library 

Humanities/Social Sciences Department 
Davis, CA 95616 

Phone: 916/752-1126 Fax: 916/752-3148 

URL: http://www.lib.ucdavis.edu/ 



Contact: Sandra Lamprecht, Online 

Search Coordinator 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1980-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 



(051) LOS ANGELES COUNTY OFFICE 
OF EDUCATION 
Pullias Reference Center 
9300 Imperial Highway, Room 272 
Downey, CA 90242 

Phone: 310/922-6359 Fax: 310/940-1699 

E-mail: prc_reference_desk@mssmtp.lacoe.edu 
URL: http://www.lacoe.edu/doc/prc/prc.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sharon McNeil, Information 

Resources Coordinator 

RIE (1966-); CUE (1973-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

General public with restrictions; School 
districts; Librarians; Parents; Graduate 
students; Teachers/Professors 
ERIC publications; Online search services; 
Library services; Topical packages; Paper 
copy reproduction; Microfiche duplication; 
Microfiche blowback; Interlibrary loan 



(052) CALIFORNIA STATE UNIVERSITY— FRESNO 
Library, Reference Department 
5200 North Barton Avenue 
Fresno, CA 93740-0034 

Phone: 209/278-2174 Fax: 209/278-6952 

E-mail: bernice_lacks@csufresno.edu 
URL: http://www.lib.csufresno.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Bernice Lacks, Head, Reference 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students 
Library services; Paper copy reproduction; 
Microfiche blowback; Search services for 
university community only 



(053) FRESNO PACIFIC COLLEGE 
Hiebert Library 
1717 South Chestnut 
Fresno, CA 93702 

Phone: 209/453-2090 Fax: 209/453-2004 



Contact: Anne Guenther, Reference and Public 

Services Librarian 

Collection: RIE (1970-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1980-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 
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(053) FRESNO PACIFIC COLLEGE (cont.) 

Audiences: University/College faculty and students 
Services; Library services; Paper copy reproduction; 
Microfiche blowback; Interlibrary loan 

(054) CALIFORNIA STATE UNIVERSITY— FULLERTON 
Library 

P.O. Box 4150 

800 North College Boulevard 

Fullerton, CA 92634 

Phone: 714/773-2633 Fax: 714/773-2439 



Contact; 

Collection; 

Equipment; 

Audiences; 

Services; 



Francisco Garcia, Chair, Public Services 
Department; Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Slide show on ERIC; Bibliographic 
instruction; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 



(055) CALIFORNIA STATE UNIVERSITY— HAYWARD 
Library 

Reference Department 
Hayward, CA 94542 

Phone: 510/885-3765 Fax: 510/885-2049 

E-mail: libhelp@csuhayward.edu 

URL: http://imctwo.csuhayward.edu/library/wwwlib.htm 



Contact; 

Collection; 

Equipment; 

Audiences; 

Services; 



Maxine Craig, Head of Interpretive/ 
Instructional Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
ERIC publications; Online search services; 
Paper copy reproduction; Microfiche 
duplication; Search strategy consultation; 
Referrals 



(056) UNIVERSITY OF CALIFORNIA— IRVINE 
Main Library 
P.O. Box 19557 
North Circle View Drive 
Irvine, CA 92713 

Phone: 714/856-6155 Fax: 714/854-8095 



Contact; 

Collection: 



Equipment: 

Audiences; 

Services: 



Steve MacLeod, Reference Department; 
James Crooks, Data Services Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
General public 

Online search services; Library services; 
Paper copy reproduction 



(057) UNIVERSITY OF CALIFORNIA— SAN DIEGO 
Social Science and Humanities Library 
Computer-Assisted Reference Service 
9500 Gilman Drive 
La Jolla, CA 92093-0175 

Phone: 619/534-3336 Fax: 619/534-7548 

URL: http://www.ucsd.edu 



Contact; 

Collection; 



Equipment; 

Audiences; 

Services; 



Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (August 1966-); 

Online database 

MF reader; MF reader/printer 

General public 

Search services for university 
community only 



(058) BIOLA UNIVERSITY LIBRARY 
Serials Department 
13800 Biota Avenue 
La Mirada, CA 90639 

Phone: 310/903-4834 Fax: 310/903-4840 

E-mail: library@peter.biola.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robert Krauss, Serials Librarian 

RIE (1966-); CUE (1990-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM 

MF reader; MF reader/printer 

General public 

Search strategy consultation 



(059) CALIFORNIA STATE UNIVERSITY- 
LONG BEACH 
University Library 
1250 Bellflower Boulevard 
Long Beach, CA 90840-1901 
Phone: 310/985-4047 Fax: 310/985-1703 

E-mail: jdamican@beach.csulb.edu 



Contact: 



Collection: 



Equipment: 

Audiences; 



Services: 



John D’Amicantonio, Senior Assistant 
Librarian; Gretchen Johnson, 

Associate Director 
RIE (1967-); CUE (1969-1992); 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 

Computer terminal 

University/College faculty and students; 
University/College administrators/directors; 
Handicapped/Disabled individuals; Area 
residents; Friends of the library; 
University/College librarians 
ERIC training; Bibliographic instruction; 
Consultant services; Online search 
services; Search strategy consultation 
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(060) CALIFORNIA STATE UNIVERSITY— 

LOS ANGELES 

John F. Kennedy Memorial Library 
5151 State University Drive 
Los Angeles, CA 90032 

Phone: 213/343-4927 Fax: 213/343-5600 

E-mail: jthornb@calstatela.edu 

URL: http://web.calstatela.edu/library/index.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



John Thornbury, Head, Reference 
Services 

Microfiche (1966-) 

MF reader; MF reader/printer 
University/College faculty and students; 
Area residents; University/College 
community; Community colleges; Area 
faculty and students; University/College 
librarians; Library community 
ERIC microfiche via interlibrary loan; CUE 
article delivery; Microfiche; Online search 
services; Paper copy reproduction 



(063) UNIVERSITY OF CALIFORNIA-LOS ANGELES 
URL Reference Department 
11630 URL Building 
Los Angeles, CA 90095-1575 
Phone: 310/825-1323 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Diane Childs, Reference 
Librarian/Education Bibliographer 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
General public 

Online search services; Library services 



(064) UNIVERSITY OF SOUTHERN CALIFORNIA 
Education Library 
University Park 
Los Angeles, CA 90089 

Phone: 213/740-1781 Fax: 213/749-1221 

Gopher: cuis.usc.edu 



(061) ERIC CLEARINGHOUSE FOR COMMUNITY 
COLLEGES 

University of California at Los Angeles 

3051 Moore Hall 

P.O. Box 951521 

Los Angeles, CA 90095-1521 

Phone: 310/825-3931 Toll-free: 800/832-8256 

Fax: 310/206-8095 

E-mail: ericcc@ucla.edu 

URL: http://www.gseis.ucla.edu/ERIC/eric.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Arthur M. Cohen, Director 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; Microcomputer; Computer 

terminal 

General public 

ERIC publications; Training, seminars, 
workshops; Information dissemination; 
Online search services; Educational 
documents abstracts; Referrals 



(062) NASA FAR WEST REGIONAL TECHNOLOGY 
TRANSFER CENTER 
3716 South Hope Street, Room 200 
Los Angeles, CA 90007 

Phone: 213/743-2353 Toll-free: 800/642-2872 

Fax: 213/746-9043 
E-mail: fwrtc@mizar.usc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robert Stark 

Thesaurus (11th, 1987); Online database 
MF reader/printer; Copier; Computer 
terminal 

University/College faculty and students; 
General public for a fee; Researchers 
Online search services 



Contact: Mark Merbaum, Reference Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
ERICTOOLS 

Equipment: MF reader; MF reader/printer 
Audiences: University /Co liege faculty and students 
Services: Bibliographic instruction; Library services 

(065) UNIVERSITY OF SOUTHERN CALIFORNIA 
Health Sciences Campus 
Norris Medical Library 
2003 Zonal Avenue 
Los Angeles, CA 90033-4582 
Phone: 213/342-1483 Fax: 213/221-1235 

E-mail: medlib@hsc.usc.edu 
URL: http://www.usc.edu/hsc/nml/ 

Contact: Jan Nelson, Reference; Bill Clintworth, 

Information Services 

Collection: Thesaurus (12th, 1990); Online database 

Equipment: MF reader; MF reader/printer; 
Microcomputer 

Audiences: University/College faculty and students; 
Health care professionals; Medical 
center faculty, students, and staff; 

Medical community 

Services: Online search training; Bibliographic 

instruction; Online search services; Library 
services; Audiovisual equipment; 

Document delivery; Interlibrary loan; 

Search strategy consultation; Referrals 
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(066) PEPPERDINE UNIVERSITY 
Payson Library 
24255 Pacific Coast Highway 
Malibu, CA 90263 

Phone: 213/456-4238 Fax: 213/456-4117 

E-mail: nkitchen@pepperdine.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Coordinator, Information Services; 
Reference Department 
RIE (1966-): CUE (1970-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Speaker bureaus, expert banks; Training, 
seminars, workshops; Bibliographic 
instruction; Analysis of search results; 
Interlibrary loan 



(067) ST. MARY’S COLLEGE OF CALIFORNIA 
P.O. Box 4290 
Moraga, CA 94575 

Phone: 510/631-4229 Fax: 510/378-1847 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Bonnie Gratch, Head of Information 
Services 

RIE (1984-1989); Thesaurus (12th, 1990); 
Microfiche (1981-); CD-ROM; Online 
database 

MF reader/printer; Copier; Microcomputer 
General public 

Bibliographic instruction; Information 
dissemination; Online search services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation; ERIC training; ERIC 
videotape; Referrals 



(068) CALIFORNIA STATE UNIVERSITY— 
NORTHRIDGE 
Oviatt Library 
18111 Nordhoff Street 
Northridge, CA 91330 
Phone: 818/885-2287 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ronald lehl. Education Bibliographer, 
Lecturer; Angela Lew, Lecturer 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 

Library sen/ices; Search services for 
university community only 



(069) CHAPMAN UNIVERSITY LIBRARY 
333 North Glassell Street 
Orange, CA 92666 

Phone: 714/997-6738 Fax: 714/744-7063 

URL: http://www.chapman.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gina Wilkinson, Interlibrary Loan; Sharon 
Hybi Kerr, Library Information Services 
Thesaurus (12th, 1990); Microfiche 
(1983-); CD-ROM 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Library services; 
Interlibrary loan 



(070) CONTRA COSTA COUNTY OFFICE OF 
EDUCATION LIBRARY 
77 Santa Barbara Road 
Pleasant Hill, CA 94523 

Phone: 510/942-3397 Fax: 510/942-3480 

E-mail: vboot@cccoe.k12.ca.us 
URL: http://www.cccoe.k12.ca.us/ 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Valerie Boot, Instructional Materials 
Technician 

Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM 

Copier; Microcomputer; Computer terminal 
Elementary school librarians; Secondary 
school librarians; University/College 
students; Local education community; 
Local school district personnel; Public 
school teachers; Administrators/Directors/ 
Principals; Local Board of Education; 
General public by request 
ERIC training; Training, seminars, 
workshops; Research; Technical 
assistance; Information dissemination; 
Library services; Paper copy reproduction 



(071) CALIFORNIA STATE POLYTECHNIC 
UNIVERSITY— POMONA 
Library 

3801 West Temple Avenue 
Pomona, CA 91768 

Phone: 909/869-3076 TTY: 909/869-3076 

Fax: 909/869-6922 
E-mail: blemerton@csupomona.edu 
URL: http://www.csupomona.edu/library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Bruce Emerton, Larry Huizer 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Online search training; 
Bibliographic instruction; Technical 
assistance; Information dissemination; 
Online search services; Paper copy 
reproduction; Search services for university 
community only; Search services for 
administrators only; ERIC videotape 
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(072) SAN MATEO COUNTY OFFICE OF EDUCATION 
The SMERC Library 
101 Twin Dolphin Drive 
Redwood City, CA 94065 
Phone: 415/802-5655 
URL: http://www.smcoe.k12.ca.us 



(075) SONOMA STATE UNIVERSITY 
Salazar Library 
1801 East Cotati Avenue 
Rohnert Park, CA 94928 

Phone: 707/664-2397 Fax: 707/664-2505 

E-mail: susan.harris@sonoma.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karol Thomas, Education Services 
Manager 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Local school district personnel 
ERIC publications; Online search services; 
Paper copy reproduction; Microfiche 
duplication; Analysis of search results 



(073) LA SIERRA UNIVERSitY 
Library 

4700 Pierce Street 
Riverside, CA 92515 

Phone: 714/785-2396 Fax: 714/785-2445 

E-mail: mlowry@lasierra.edu 
URL: http://www.lasierra.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Christina Ciccehetti, Curriculum 
Resources Center 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (August 1981-); 
CD-ROM; Online database 
MF reader; MF reader/printer; 
Microcomputer 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(074) UNIVERSITY OF CALIFORNIA— RIVERSIDE 
Tomas Rivera Library 
P.O. Box 5900 
Riverside, CA 92517 
Phone: 909/787-4392 
URL: http://lib.www.ucr.edu 



Contact: Peter Bliss, Reference Services 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
Audiences: University/College community; General 
public for a fee 

Services: Paper copy reproduction; Microfiche 

duplication; Search services for university 
community only 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Biebush, Reference Librarian 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(076) CALIFORNIA STATE LIBRARY 
Government Publications Section 
P.O. Box 942837 
914 Capitol Mall 
Sacramento, CA 94237-0001 
Phone: 916/654-0069 Fax: 916/654-0241 

E-mail: gps1@Iibrary.ca.gov 
URL: http://library.ca.gov:80/california/statejibrary/ 



Contact: 

Collection: 

Equipment: 



Audiences: 

Services: 



Brent T. Miller 

RIE (1966-); CUE (1969-); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; 

MF duplicator; Microcomputer; 

Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Library services; Interlibrary loan; Search 
services for state agencies only 



(077) CALIFORNIA STATE UNIVERSITY 
AT SACRAMENTO 
Social Sciences 
Reference Department — Library 
2000 Jed Smith Drive 
Sacramento, CA 95819-6039 
Phone: 916/278-5673 
URL: http://www.csus.edu 



Contact: Marilyn A. Merritt, Rosalind Van Auker, 

Betty Ronayne, Stanley Frost 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: General public postsecondary age 
Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only 
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(078) CALIFORNIA STATE UNIVERSITY— 
SAN BERNADINO 
Pfau Library 
Curriculum Library 
5500 University Parkway 
San Bernadino, CA 92407-2397 
Phone: 909/880-5092 
URL: http://www.library.csusb.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



David Bourquin, Head. Curriculum Library 
RIE (1966-): CUE (1971-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Technical 
assistance; Information dissemination; 
Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Analysis of search results; 
Intertibrary loan; Search strategy 
consultation 



(081) UNIVERSITY OF SAN DIEGO 
Copley Library 

Periodicals/Microforms Department 
5998 Alcala Park 
San Diego, CA 92110 

Phone: 619/260-^712 Fax: 619/260-^617 

E-mail: coptey@acusd.edu 
Gopher: gopher.acusd.edu 
URL: http://www.acusd.edu/-copley/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Michael Turner, Periodicals; Marjo Gray, 
Associate University Librarian 
RIE (1975-); CUE (1976-); Thesaurus 
(12th, 1990); Microfiche (1983-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College alumni 
ERIC microfiche via interlibrary loan; ERIC 
publications; Online search services; 
Library services; Paper copy reproduction; 
Search services for university community 
only; Intertibrary loan 



(079) NATIONAL UNIVERSITY LIBRARY 
4007 Camino del Rio South 
San Diego, CA 92108 

Phone: 619/563-7180 Fax: 61 9/563-7392 

Gopher: nunic.nu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mary Bailey, Assistant Director 
RIE (1967-); CUE (1978-); Thesaurus 
(12th, 1990); Microfiche (1967-1972; 
1989-); Online database 
MF reader/printer; Copier 
University/College community; General 
public with restrictions 
Bibliographic instruction; Online search 
services; Library services 



(080) SAN DIEGO STATE UNIVERSITY 
University Library 
5300 Campanile 
San Diego. CA 92182-0511 
Phone: 619/594-6724 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Carole Wilson 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERtCTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(082) FAR WEST LABORATORY FOR EDUCATIONAL 
RESEARCH AND DEVELOPMENT 

730 Harrison Street 

San Francisco, CA 94107-1242 

Phone: 415/565-3000 Fax: 415/565-3012 

E-mail: tross@fwl.org 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Thomas Ross, Information Specialist 
Thesaurus (12th, 1990); CD-ROM 
Copier; Computer terminal 
General public 

Information dissemination; Online 
search services 



(083) SAN FRANCISCO STATE UNIVERSITY 
Library 

Periodicals and Microforms 
1630 Holloway Avenue 
San Francisco, CA 94132 
Phone: 415/338-1128 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Drew Borland 
Microfiche (1966-) 

MF reader; MF reader/printer 
University/Cottege faculty and students 
Paper copy reproduction 



(084) UNITED STATES DEPARTMENT OF EDUCATION 
50 United Nations Plaza, Room 221 
San Francisco, CA 94102 
Phone: 415/556-4920 



Audiences: General public 
Services: Library services 
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(085) UNIVERSITY OF CALIFORNIA— SAN FRANCISCO 
The Library and Center for Knowledge Management 
530 Parnassus Avenue 
San Francisco, CA 94143-0840 
Phone: 415/476-2337 Fax: 415/476-4653 

E-mail: rel@library.ucsf.edu 
URL: http://www.library.ucsf.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jackie Wilson, Coordinator, Information 
and Public Services 
RIE (1975-); CUE (1969-1992); 
Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer 
General public 

Library services; Search services for 
university community only 



(086) UNIVERSITY OF SAN FRANCISCO 
Gleeson Library 
Ignatian Heights 
2130 Fulton Street 
San Francisco, CA 94117-1080 
Phone: 415/666-2039 Fax: 415/666-2233 

E-mail: hudsoni@usfca.edu 
Gopher: gopher.usfca.edu/1 
URL: http://www.usfca.edu/usf/library/gleeson.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ivan L. Hudson, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College alumni; 
University/College community 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search strategy consultation; 
Not available to the public 



(087) SAN JOSE STATE UNIVERSITY 
Clark Library 
One Washington Square 
San Jose, CA 95192-0028 
Phone: 408/924-2700 Fax: 408/924-2701 

E-mail: sisson@sjsuvm1.sjsu.edu 
URL: http://cicero.sjsu.edu:8001/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lorene Sisson, Curriculum Librarian; 

Donna Pontau, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (I960-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; Bibliographic 
instruction; Curriculum guides; Information 
dissemination; Online search services; 
Paper copy reproduction; Microfiche 
blowback; Interlibrary loan; Search strategy 
consultation 



(088) CALIFORNIA POLYTECHNIC STATE 
UNIVERSITY— SAN LUIS OBISPO 
Robert E. Kennedy Library 
San Luis Obispo, CA 93407 
Phone: 805/756-2344 TTY: 805/756-2273 

Fax: 805/756-2346 
E-mail: reference@Iibrary.calpoly.edu 
Gopher: lib.calpoly.edu 
URL: http://www.lib.calpoly.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



llene F. Rockman, Associate Dean; 

Paul T. Adalian, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Information 
dissemination 



(089) CALIFORNIA STATE UNIVERSITY— 

SAN MARCOS 
Library 

San Marcos, CA 92096-0001 

Phone: 619/750-4340 TTY: 619/750-3163 

Fax: 619/750-3287 

URL: http://coyote.csusm.edu/library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jacqueline Borin, Reference and Electronic 

Resources Librarian 

RIE (1980-); CUE (1979-1991); 

Thesaurus (13th, 1995); Microfiche 
(1973-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area residents; General public with 
restrictions 

ERIC training; Online search training; 

Paper copy reproduction; Search services 
for university community only; Search 
strategy consultation 



(090) SAN DIEGO STATE UNIVERSITY 
North County Campus Library 
800 West Los Vallecitos Boulevard 
San Marcos, CA 92069-1477 
Phone: 619/471-3515 Fax: 619/471-6494 



Contact: Jackie Borin, Reference Librarian 

Collection: RIE (1972-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1975-); Online 
database; ERICTOOLS 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
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(090) SAN DIEGO STATE UNIVERSITY (cont.) 



(093) SANTA CLARA UNIVERSITY (cont.) 



Audiences: University/College faculty and students; 

University/College administrators/directors; 
Local education agencies; Friends of the 
library; General public for a fee 
Services: ERIC publications; Online search training; 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Document delivery; 
Interlibrary loan 



(091) COUNTY EDUCATION OFFICE 
Instructional Media Services 
P.O. Box 6307 
4400 Cathedral Oaks Road 
Santa Barbara, CA 93160-6307 
Phone: 805/964-471 1 Fax: 805/683-4778 

E-mail; jheadley@sbcco.k12.ca.us 
URL; http;//www.sbcco.k12.ca.us 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Sara Schwartz, Judy Headley 

RIE (1979-); CUE (1979-); Thesaurus 

(12th, 1990) 

Copier; Microcomputer; Computer terminal 
Elementary administrators/directors/ 
principals; Secondary administrators/ 
directors/principals; University/College 
board members; Local school district 
personnel; Local education community; 
Elementary school librarians; Secondary 
school librarians 

Online search services; Library services; 
Audiovisual equipment; Document delivery 



(092) UNIVERSITY OF CALIFORNIA— 

SANTA BARBARA 

Davidson Library 

Santa Barbara, CA 93106 

Phone: 805/893-3060 Fax: 805/893-4676 

URL; http;//www.library.ucsb.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lorna Lueck, Education Collection 
Manager 

RIE (1968-1994); CUE (1973-1994); 
Microfiche (1968-); Online database 
MF reader; MF reader/printer 
General public 

Bibliographic instruction; Search services 
for university community only; Document 
delivery; Interlibrary loan 



(093) SANTA CLARA UNIVERSITY 
Michel Orrandre Library 
Santa Clara, CA 95053 

Phone: 408/554-4658 Fax: 408/554-6827 

E-mail: ggradowski@scuacc.scu.edu 



Contact: Gait Grade wski. Instructional 

Services Coordinator 

Collection: RIE (1966-); CUE (1982-); Thesaurus 

(13th, 1995); Microfiche (1989-); CD-ROM; 
Online database 



Equipment: MF reader; MF reader/printer; Copier 
Audiences: University/College faculty and students; 

General public with restrictions 
Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Search 
services for university community only; 
Interlibrary loan 

(094) UNIVERSITY OF CALIFORNIA— SANTA CRUZ 
McHenry Library, Reference Office 
Santa Cruz, CA 95064 
Phone: 408/459-2711 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Deborah Murphy, Coordinator of 
Online Services 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community; General 
public for a fee 

Online search services; Library services 



(095) SANTA ROSA JUNIOR COLLEGE 
Plover Library 
1501 Mendocino Avenue 
Santa Rosa, CA 95401 

Phone: 707/527-4543 Fax: 707/527-4545 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Joe Friedman, Librarian 

RIE (current 2 years); Thesaurus 

(11th, 1987); Online database 

Microcomputer 

General public 

Online search training; Bibliographic 
instruction; Information dissemination; 
Online search services; Library services; 
Audiovisual equipment; Interlibrary loan 



(096) STANFORD UNIVERSITY 
Cubberly Education Library 
Stanford, CA 94305-3096 
Phone: 415/723-2121 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ann Latta, Assistant Head Librarian 
RIE (1966-); CUE (1969-); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; Copier 
University/College community; General 
public with restrictions 
Search services for university 
community only 



(097) STANFORD UNIVERSITY 
Green Library 
Serials Department 
Stanford, CA 94305 
Phone: 415/723-9108 



Collection: RIE (1966-); CUE (1969-) 

Audiences: University/Co liege faculty and students 
Services: Library services 



o 
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(098) UNIVERSITY OF THE PACIFIC 
Library 

3601 Pacific Avenue 
Stockton, CA 95211 

Phone: 209/946-2434 Fax: 209/946-2810 

E-mail: chawbaker@uop.edu 
URL: http://www.uop.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Craig Hawbaker, Head of Reference 
RiE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Library services; Paper copy reproduction; 
Search services for university community 
only; Interlibrary loan 



(099) CALIFORNIA LUTHERAN UNIVERSITY 
Pearson Library 
60 Olsen Road 
Thousand Oaks, CA 91360 
Phone: 805/493-3250 Fax: 805/493-3842 

E-mail: libref@clunet.edu 
Gopher: robles.callutheran.edu 
URL: http://www.clunet.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mark Lager, information Resources 
Manager 

RIE (1966-); CUE (1980-); Thesaurus 
(11th, 1987); Microfiche (1983-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University /Co liege faculty and students; 
Local education community; Area 
residents; Local education agencies; Local 
school district personnel 
Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only 



(100) CALIFORNIA STATE UNIVERSITY— STANISLAUS 
Library 

801 West Monte Vista Avenue 
Turlock, CA 95380 

Phone: 209/667-3233 Fax: 209/667-3164 

E-mail: paula@bobo.csustan.edu 
Gopher: gopher.bobo.csustan.edu 
URL: http://wwwlibrary.csustan.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Paula J. Crawford. Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
General public with restrictions 
Bibliographic instruction; Search services 
for university community only; Interlibrary 
loan; Search strategy consultation 



(101) WHITTIER COLLEGE 
Wardman Library 
7031 Founders Hill Road 
Whittier, CA 90608 

Phone: 310/907-4247 Fax: 310/698-7168 

Contact: Ann Topjon, Reference Librarian; Joseph 

Dmohowski, Serials Librarian 
Collection: CUE (1969-1995); Thesaurus (13th, 

1995); Microfiche (1966-1973); CD-ROM 
Equipment: MF reader; MF reader/printer; 

Computer terminal 

Audiences: University/College faculty and students; 
Area residents 

Services: Online search services; Library services; 

Paper copy reproduction 
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COLORADO 



(102) MID-CONTINENT REGIONAL EDUCATIONAL 
LABORATORY 
Suite 500 

2550 South Parker Road 
Aurora, CO 80014 

Phone: 303/337-0990 Fax: 303/337-3005 

E-mail: info@mcrel.org 
URL: http://www.mcrel.org 

Collection: CD-ROM 

Audiences: Local education agencies; State education 
agencies; State education community 
Services: Information dissemination 



(103) UNIVERSITY OF COLORADO AT BOULDER 
Reference Department 
University Libraries 
Campus Box 184 
Boulder. CO 80309-0184 
Phone: 303/492-7521 Fax: 303/492-1881 

E-mail; lori.arp@spot.colorado.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lori Arp, Head, Reference; Maureen Van 
Camp, Audiovisual/Microforms 
Department; Ellen Robertson, Computer 
Based Reference Service Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community; General 
public with restrictions; State residents 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search strategy consultation 



(104) UNIVERSITY OF COLORADO AT 
COLORADO SPRINGS 
Library 

Austin Bluffs Parkway 
P.O. Box 7150 

Colorado Springs, CO 80933 

Phone: 719/593-3295 Fax: 719/528-5227 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Christina Martinez, Head of User Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1979-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(lOS)AURARIA LIBRARY 
Lawrence at 11th Street 
Denver, CO 80204 

Phone: 303/556-3482 TTY: 303/556-61 84 

Fax: 303/556-3528 

E-mail: oarchibeque@castle.cudenver.edu 
URL: http://www.cudenver.edu/public/llbrary 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Orlando Archibeque 
RIE (1970-); CUE (1970-); Thesaurus 
(13th, 1995); Microfiche (1967-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Document 
delivery; Interlibrary loan 



(106) CHERRY CREEK PROFESSIONAL LIBRARY 
CCSD #5 

Professional Educators' Resource Center 
9659 East Mississippi Avenue 
Denver, CO 80231 

Phone: 303/340-5100 Fax: 303/340-5148 



Collection: 

Equipment: 

Audiences: 

Services: 



Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public with restrictions; Local 
school district personnel 
Speaker bureaus, expert banks; 
Curriculum guides; Research; Speaker 
bureaus, expert banks; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation; Referrals 



(107) UNIVERSITY OF DENVER 
Penrose Library 
2150 East Evans Avenue 
Denver, CO 80208 
Phone: 303/871-2422 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sallye Smith, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
University/College alumni; Area residents 
Online search services; Paper copy 
reproduction 
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(108) COLORADO STATE UNIVERSITY 
Library 

Documents Department 

Fort Collins, CO 80523-1019 

Phone: 970/491-1881 Fax: 970/491-1195 

E-mail: fschmidt@manta.library.colostate.edu 

URL: http://colostate.edu/depts/lts/docs/doc.html 



Contact: 



Collection: 



Equipment: 



Audiences: 

Services: 



Fred C. Schmidt, Documents; Evelyn 
Haynes, Social Sciences/Humanities 
Librarian 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
State residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(109) JEFFERSON COUNTY PUBLIC SCHOOLS 
Professional Library 
P.O. Box 4001 
13950 West 20th Avenue 
Golden, CO 80401 

Phone: 303/982-5946 Fax: 303/982-5959 

E-mail: sbshea@csn.org 

URL: http://jeffco.k1 2.co.us/edcenter/plmc/index/.htm 

Collection: Thesaurus (13th, 1995); Microfiche 

(1966-); CD-ROM; Online database; 
ERICTOOLS 

Equipment: MF reader; MF reader/printer; 
Microcomputer 

Audiences: Local school district personnel; Elementary 

school teachers; Secondary school 
teachers; Inservice teachers; Elementary 
counselors/social workers; Secondary 
counselors/social workers; Elementary 
administrators/directors/principals; 
Secondary administrators/directors/ 
principals; University/College board 
members; Personnel administrators; 
Superintendents 

Services: ERIC training; Bibliographic instruction; 

Research; Information dissemination; 
Online search services; Topical packages; 
Paper copy reproduction; Analysis of 
search results; Document delivery; 
Interlibrary loan; Search services for 
school personnel only; Search strategy 
consultation; Referrals 



(110) JOHN U. TOMLINSON LIBRARY 
Mesa State College 
1200 College Place 
Grand Junction, CO 81501 
Phone: 303/248-1406 
E-mail: libref@wpogate.mesa.colorado.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Borst, Elizabeth Brodak 

RIE (1967-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1977-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

Microcomputer 

University/College faculty and students; 
University/College teachers/professors; 
General public with restrictions 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Microfiche blowback; Search 
services for university community only; 
Document delivery; Interlibrary loan 



(111) UNIVERSITY OF NORTHERN COLORADO 
Michener Library 
Reference Services 
Greeley, CO 80639 

Phone: 970/351-2562 Fax: 970/351-2540 

URL: http://www.univnorthco.edU//library/libwww.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



George Jaramillo, Associate Dean, Public 
Services; Lee Weston, Search Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(112) WESTERN STATE COLLEGE OF COLORADO 
Leslie J. Savage Library 
Gunnison, CO 81231 

Phone: 970/943-2053 Fax: 970/943-2042 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nate Lund 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents 

Online search services; Library services; 
Paper copy reproduction 
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(113) UNIVERSITY OF BRIDGEPORT 
Magnus Wahlstrom Library 
126 Park Avenue 
Bridgeport, CT 06601 

Phone; 203/576-4747 Fax: 203/576-4791 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Olga Majewskt, Head, Periodicals; 

Andy Shimp, Head, Public Services 
RIE (1966-February 1992); CUE 
(1969-1993); Thesaurus (12th, 1990); 
Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Microfilm reader/printer 
General public with restrictions 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(114) WESTERN CONNECTICUT STATE UNIVERSITY 
Ruth A. Haas Library 
181 White Street 
Danbury, CT 06810 

Phone: 203/797-4052 Fax: 203/731-2825 

E-mail: namc@wcsub.ctstateu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Vijay Nair, Reference Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
General public 

Online search training; Bibliographic 
instruction; Online search services; Paper 
copy reproduction; Search services for 
university community only; Interlibrary loan; 
Search strategy consultation 



(115) CENTRAL CONNECTICUT STATE UNIVERSITY 
Elihu Burritt Library 
Wells Street 
New Britain, CT 06050 

Phone: 806/832-2063 Fax: 806/832-3409 

E-mail: chasse@ccsu.ctstateu.edu 
URL: http://www.ccsu.ctstateu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Emily Chasse, Online Services Librarian; 
Joan Packer, Head Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community; General 
public for a fee 

Online search services; Library services; 
Paper copy reproduction 



(116) NEW CANAAN LIBRARY 
New Canaan, CT 06840 

Phone: 203/966-8133 Fax: 203/972-0760 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Phebe Kirkham 

Thesaurus (11th, 1987); Online database 
Microcomputer; Computer terminal 
Inservice teachers; General public 
with restrictions 
Library services 



(117) SOUTHERN CONNECTICUT STATE UNIVERSITY 
Hilton C. Buley Library 
501 Crescent Street 
New Haven, CT 06515 
Phone: 203/397-4500 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Frances Hughes, Microforms Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
General public 

Library services; Paper copy reproduction 



(118) UNIVERSITY OF CONNECTICUT 
Homer Babbidge Library 
Research and Information Services Department 
369 Fairfield Road 
Storrs, CT 06269 

Phone: 860/486-2582 Fax: 860/486-3593 

E-mail: hbladm32@uconnvm.uconn.edu 
Gopher: spirit.lib.uconn.edu 
URL: http://spirit.lib.uconn.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Laura Raccagni, Reference Librarian; 

Sue Gibbs, Microtext/CD-ROM Supervisor 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1968-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
University/College community; State 
education community; State residents 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(119) NERAC, INC. 

One Technology Drive 
Tolland, CT 06084 

Phone: 860/872-7000 Fax: 860/875-1 749 

E-mail: nerac@nerac.com 



Contact: Nan R. Cooper, Manager, Communications 

Audiences: General public 
Services: Technical assistance; Information 

dissemination; Library services; 

Document delivery 
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(120) UNIVERSITY OF HARTFORD 
Mortensen Library 
200 Bloomfield Avenue 
West Hartford, CT 06117 
Phone: 203/768-4142 



Contact; 

Collection; 

Equipment; 

Audiences; 

Services; 



Anne Maio, Reference Librarian 
RIE (1969-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1980-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
General public with restrictions 
Online search training; Bibliographic 
instruction; Interlibrary loan; Search 
strategy consultation; Educational 
documents index; Educational documents 
abstracts 



(121) EASTERN CONNECTICUT STATE UNIVERSITY 
J. Eugene Smith Library 
North Campus 
High Street 

Willimantic, CT 06226 

Phone: 860/465-4699 Fax: 860/465-4355 

E-mail: fut@ecsu.ctstateu.edu 
URL: http://www.ecsu.ctstateu.edu 



Contact; 

Collection; 

Equipment; 

Audiences; 

Services; 



Kenneth Moorhead, Nicholas Welchman, 
Reference Librarians 
RIE (1966-); CUE (1976-); Microfiche 
(1966-); Online database 
MF reader/printer; Microfilm reader/printer 
University/College faculty and students; 
State education community; State 
residents; Area business personnel 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 
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(122) DELAWARE DEPARTMENT OF 
PUBLIC INSTRUCTION 
Libra t 7 Information Center 
Townsend Building, Second Floor 
P.O. Box 1402 
Dover, DE 1 9903 

Phone: 302/739-4692 Fax: 302/739-4483 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Maria Degnats, Secretary 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
Local school district personnel 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



(123) DELAWARE STATE COLLEGE 
William C. Jason Library 
Library-Learning Center 
1200 North DuPont Highway 
Dover, DE 19901 

Phone: 302/736-5111 Fax: 302/739-3533 

E-mail: qaissaunee@shrsys.hslc.org 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Rosamond Panda, Bibliographic Instructor, 
Education; Emily Yu, Bibliographic 
Instructor, Business Administration 
RIE (1968-); Thesaurus (11th, 1987); 
Microfiche (1966-1967; 1977-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Educational 
documents index; Educational documents 
abstracts 



(124) UNIVERSITY OF DELAWARE LIBRARY 
Newark, DE 19717-5267 
Phone: 302/831-2965 Fax: 302/831-2481 

Gopher: gopher.udel.edu, select Library Information 
URL: http://www.lib.udel.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patricia Arnott, Associate Librarian, 
Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 




23 



33 



DISTRICT OF COLUMBIA 

Directory of ERIC Resource Collections 



(125) ADJUNCT ERIC CLEARINGHOUSE FOR ESL 
LITERACY EDUCATION 
Center for Applied Linguistics 
1118 22nd Street. NW 
Washington, DC 20037-0037 
Phone: 202/429-9292 x200 Fax: 202/659-5641 
E-mail: ncle@cal.org 
URL: http://www.cal.org/cal/html/ncle.htm 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Fran Keenan, User Services Coordinator; 
Joy Peyton, Director 
RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

Technical assistance; Information 
dissemination; Online search services; 
Paper copy reproduction; Referrals 



(126) ADJUNCT ERIC CLEARINGHOUSE ON 
CLINICAL SCHOOLS 

American Association of Colleges for Teacher Education 

One Dupont Circle, NW, Suite 610 

Washington, DC 20036-1186 

Phone: 202/293-2450 Toll-free: 800/822-9229 

Fax: 202/457-8095 

E-mail: iabdalha@inet.ed.gov 

URL: http.7/www.ericsp.org 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; Copier; Microcomputer 
General public 

Information dissemination; Online search 
services; Library services 



(127) AMERICAN FEDERATION OF TEACHERS 
Library 

555 New Jersey Avenue, NW 
Washington, DC 20001 

Phone: 202/879^481 Fax: 202/879^545 

E-mail: afteditor@aol.com 
URL: http://www.aft.org 



(128) AMERICAN UNIVERSITY 
University Library 
4400 Massachusetts Avenue, NW 
Washington, DC 20016-8046 
Phone: 202/885-3238 Fax: 202/885-1317 

E-mail: enibley@american.edu 
URL: http://www.library.american.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Elizabeth Nibley, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

Online database; ERICTOOLS 
MF reader; MF reader/printer 
General public 

Bibliographic instruction; Information 
dissemination; Paper copy reproduction; 
Search services for university 
community only 



(129) THE CATHOLIC UNIVERSITY OF AMERICA 
The John K. Mullen of Denver Memorial Library 
620 Michigan Avenue, NE 
Washington, DC 20064 

Phone: 202/319-5070 Fax: 202/319-^735 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Harriet Nelson, Head, Reference/Social 
Services/Social Sciences Division 
Thesaurus (12th, 1990); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer 
General public 

Online search services; Library services; 
Paper copy reproduction; Search strategy 
consultation 



(130) ERIC CLEARINGHOUSE ON ASSESSMENT 
AND EVALUATION 
The Catholic University of America 
210 O’Boyle Hall 
Washington, DC 20064-^035 

Phone: 202/673-3811 Toll-free: 800/G04-ERIC 

Fax: 202/319-6692 
E-mail: eric_ae@cua.edu 

Gopher: gopher.cua.edu, select Special Resources 
URL: http://www.cua.edu/www/eric_ae 



Contact: Bernadette Dieng, Library Assistant 

Collection: RIE (1979-); CUE (1973-); Thesaurus 

(9th, 1982); Online database 
Equipment: Copier; Microcomputer; Computer terminal 
Audiences: General public 

Services: Online search services; Library services; 

Interlibrary loan 



Contact: 

Collection: 



Audiences: 

Services: 



Deborah Vitale, Administrative Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 
General public 
Online search services 
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(131) ERIC CLEARINGHOUSE ON HIGHER 
EDUCATION 

The George Washington University 
One Dupont Circle, NW, Suite 630 
Washington, DC 20036-1183 

Phone: 202/296-2597 Toll-free: 800/773-3742 

Fax: 202/452-1844 
E-mail: eriche@inet.ed.gov 



(134) THE GEORGE WASHINGTON UNIVERSITY 
Gelman Library 
2130 H Street, NW 
Washington, DC 20052 

Phone: 202/994-6558 Fax: 202/994-1 340 

E-mail: geladm@gwuvm.bitnet 
Gopher: gwis2.circ.gwu.edu 
URL: http://www.gwu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Patricia Wood 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; Copier 
General public 

ERIC publications; Meetings, conferences; 
Outreach education services; Speaker 
bureaus, expert banks; Online search 
services; Library services 



(132) ERIC CLEARINGHOUSE ON LANGUAGES 
AND LINGUISTICS 
Center for Applied Linguistics 
1118 22nd Street, NW 
Washington, DC 20037-0037 

Phone: 202/429-9292 Toll-free: 800/276-9834 

Fax: 202/659-5641 

E-mail: eric@cal.org 

URL: http://ericir.syr.edu/ericcll 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Dr. Craig Packard, User Services 
Coordinator; Vickie Lewelling, 

Assistant Director 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer 
General public 

ERIC publications; Information 
dissemination; Online search services; 
Search strategy consultation 



(133) ERIC CLEARINGHOUSE ON TEACHING AND 
TEACHER EDUCATION 

American Association of Colleges for Teacher Education 
One Dupont Circle, NW, Suite 610 
Washington, DC 20036-1186 

Phone: 202/293-2450 Toll-free: 800/822-9229 

Fax: 202/457-8095 
E-mail: ericsp@inet.ed.gov 
URL: http://www.ericsp.org 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Judy A. Beck, Associate Director; Dorothy 
Stewart, User Services Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader/printer; Copier; Microcomputer 
General public 

ERIC training; Online search training; 
Bibliographic instruction; Information 
dissemination; Online search services; 
Library services; Topical packages; Search 
strategy consultation; Referrals 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Elizabeth Harter, Reference 
Services Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College consortium members 
Paper copy reproduction; Microfiche 
blowback; Search services for university 
community only 



(135) GEORGETOWN UNIVERSITY 
Lauinger Library 
Box 571174 

Washington, DC 20057-1174 

Phone: 202/687-7452 Fax: 202/687-1215 

Telnet: 141.161.94.1 

URL: http://gulib.lausun.georgetown.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Carolyn Colwell, Reference Librarian; 
Pamela Noyas, Head of Reference 
Thesaurus (13th, 1995); Microfiche 
(1973- ERIC Clearinghouse on Languages 
and Linguistics only); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College consortium members 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
blowback; Search services for university 
community only 



(136) HOWARD UNIVERSITY 
The Founders Library 
500 Howard Place, NW 
Washington, DC 20059 

Phone: 202/806-7252 Fax: 202/806-4622 

E-mail: zeigler@chdd.howard.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dr. Arthuree Wright, Assistant Director; 
Frances Zeigler, Associate Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area faculty and students 
Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan; Search strategy consultation 
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(137) LIBRARY OF CONGRESS 
Microform Reading Room 
Thomas Jefferson Building, Room 107 
Washington, DC 20540 
Phone: 202/707-2725 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Head, Microform Reading Room 
RIE (1966-) 

MF reader; MF reader/printer 
General public postsecondary age 
Online search services; Paper copy 
reproduction 



(138) LIBRARY OF CONGRESS 
Technical Reports/Science and Technology Division 
Adams Building, Science Reading Room 
Washington, DC 20540-4750 
Phone: 202/707-5655 Fax: 202/707-0253 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



John Feulner 

RIE (1966-); CUE (1969-); 

Microfiche (1966-) 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Library services; Paper copy reproduction 



(139) NATIONAL INFORMATION CENTER FOR 
CHILDREN AND YOUTH WITH DISABILITIES 
P.O. Box 1492 
Washington, DC 20013 

Phone: 202/884-8200 Toll-free: 800/695-0285 

Fax: 202/884-8441 

E-mail: nichcy@aed.org 

Gopher: gopher.aed.org 

URL: http://www.aed.org/nichcy 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Information Specialist 

Thesaurus (13th, 1995); Online database 

Microcomputer 

General public 

Information dissemination; Publication 
production/dissemination; Topical 
packages; Referrals 



(140) NATIONAL SCIENCE FOUNDATION 
4201 Wilson Boulevard 
Ariington, VA 22230 

Phone: 703/306-1234 TTY: 703/306-0090 

Fax: 703/306-0202 
E-mail: firstop@nsf.gov 
URL: http://www.nsf.gov 



Audiences: General public 
Services: Library services 



(141) U.S. DEPARTMENT OF EDUCATION 
National Library of Education 
Office of Educational Research and Improvement 
555 New Jersey Avenue, NW 
Washington, DC 20208-5720 

Phone: 202/219-1884 Toll-free: 800/424-1616 

Fax: 202/219-1696 

URL: http://www.ed.gov/NLE/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Desk 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 
ERICTOOLS 

MF reader; MF reader/printer; Copier: 
Microcomputer; Computer terminal 
General public 

ERIC publications; ERIC training; 
Bibliographic instruction; Research; 
Technical assistance; Information 
dissemination; Library services; Publication 
production/dissemination; Topical 
packages: Paper copy reproduction; 
Analysis of search results; Document 
delivery; Interlibrary loan; Search strategy 
consultation; Referrals 



(142) UNIVERSITY OF THE DISTRICT OF COLUMBIA 
Learning Resources Division 
4200 Connecticut Avenue, NW 
Washington, DC 20008 

Phone: 202/294-6370 Fax: 202/294-6032 

E-mail: casciero@wrlc.org 

Contact: John S. Page, Jr, Assistant Director 

Collection: RIE (1968-); CUE (1978-); Thesaurus 

(10th, 1984); Microfiche (1958-); CD-ROM 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer 
Audiences: General public 

Services: ERIC training; Paper copy reproduction; 

Microfiche duplication; Interlibrary loan 
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(143) FLORIDA ATLANTIC UNIVERSITY 
S.E. Wimberly Library 
C.P.O. Box 3092 
500 Northwest 20th Street 
Boca Raton, FL 33431-0992 
Phone: 407/367-3760 Fax: 407/338-3863 

E-mail: miller@acc.fau.edu 
URL: http://www.fau.edu/library/homehome.htm 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Ken Frankel, Education Liaison 
RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC training; Bibliographic instruction; 
Research; Consultant services; Online 
search services; Library services; Paper 
copy reproduction; Document delivery; 
Interlibrary loan; Search strategy 
consultation 



(146) BETHUNE-COOKMAN COLLEGE 
Carl S. Swisher Library 
640 Second Avenue 
Daytona Beach, FL 32115 

Phone: 904/255-1401 x321 Fax: 904/257-4832 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Joseph Campbell, Reference Librarian 
RIE (1966—); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
School districts; Education agencies; Area 
residents 

Online search services; Library services; 
Paper copy reproduction 



(147) BROWARD COUNTY MAIN LIBRARY 
Government Documents Department 
100 South Andrews Avenue 
Fort Lauderdale, FL 33301 

Phone: 954/357-7444 Fax: 954/357-6113 



(144) LYNN UNIVERSITY 
Library 

3601 North Military Trail 
Boca Raton, FL 33431 
Phone: 407/994-0770 x347 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Deane Bjork 

RIE (1989-); Thesaurus (13th, 1995); 
Microfiche (1989-); CD-ROM; 
ERICTOOLS 

MF reader/printer; Copier; Microcomputer 
University/College alumni; University/ 
College community; General public 
by request 

Bibliographic instruction; Search strategy 
consultation; Referrals 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Chris Marhenke, Associate 
Department Head 

RIE (1966-); CUE (1982-); Thesaurus 
(12th, 1990); Microfiche (1966-1969); CD- 
ROM; Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

Library services; Microfiche duplication 



(148) BROWARD COUNTY SCHOOL BOARD 
Professional Library 
100 South Andrews Avenue 
Fort Lauderdale, FL 33301 

Phone: 954/357-7177 Fax: 954/765-6773 

E-mail: bargars@mail.firn.edu 



(145) UNIVERSITY OF MIAMI 
Richter Library 
P.O. Box 248214 
Coral Gables, FL 33124 

Phone. 305/284-3551 Fax: 305/665-7352 

E-mail: frodgers@umiami.bitnet 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lesbia Varona, Head, Microforms/ 
Reserve Department 
RIE (1975-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sherie Bargar, Media Specialist 

RIE (1969-); CUE (1980-); Thesaurus 

(12th, 1990); Microfiche (July 1970-); CD- 

ROM; Online database 

MF reader/printer; Copier; Microcomputer 

General public 

Paper copy reproduction 



(149) NOVA SOUTHEASTERN UNIVERSITY 
Einstein Library 
Distance Library Services 
3301 College Avenue 
Fort Lauderdale, FL 33314 

Phone: 954/475-7508 Fax: 954/476-4760 

E-mail: library@alpa.acast.nova.edu 



Contact: Johanna Tunon, Distance Services 

Collection: Thesaurus (12th, 1990); Microfiche 

(1966-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Microcomputer; 
Computer terminal 
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(149) NOVA SOUTHEASTERN UNIVERSITY (cont.) 



(152) UNIVERSITY OF FLORIDA (cont.) 



Audiences: General public 
Services: ERIC training; Training, seminars, 

workshops; Online search training; 
Bibliographic instruction; Consultant 
services; Information dissemination; Online 
search services; Paper copy reproduction; 
Microfiche duplication; Search services for 
university community only; Document 
delivery; Interlibrary loan; Search 
strategy consultation; Educational 
documents index; Referrals 

(150)ECC/USF LEARNING RESOURCES 
8099 College Parkway, SW 
Fort Meyers, FL 33919 

Phone: 941/489-9279 Toll-free: 800/749-2322 

TTY: 941/489-9093 
Fax: 941/432-5590 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Arlene R. Keller, Assistant Director, 
Information Services; Janet M. Schwenn, 
Reference Librarian 
RIE (1966-1992); CUE (1969-1992); 
Thesaurus (13th, 1995); Microfiche 
(1966-); Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students 
Online search services; Paper copy 
reproduction 



(151) INDIAN RIVER COMMUNITY COLLEGE 
Charles S. Miley Learning Resources Center 
3209 South Virginia Avenue 
Fort Pierce, FL 34981-5599 
Phone: 407/561-4757 Fax: 407/561-4780 

E-mail: widmanr@firnvx.firn.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Pat Profeta, Head Librarian 

RIE (1979-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1981-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

Microcomputer 

General public postsecondary age 
Library services; Search strategy 
consultation 



(152) UNIVERSITY OF FLORIDA 
Education Library 
P.O. Box 117051 
1500 Norman Hall 
Gainesville, FL 32611-7051 
Phone: 352/392-0707 Fax: 352/392-4789 

E-mail: suzbrow@nervm.nerdc.ufl.edu 
URL: http://www.uflib.ufl.edu/uflib.html 

Contact: M. Suzanne Brown 

Collection: RIE (1967-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 



Equipment: MF reader; MF reader/printer; Copier 
Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Topical 
packages; Paper copy reproduction; 
Analysis of search results 

(153) EDWARD WATERS COLLEGE 
Centennial Library 
1658 Kings Road 
Jacksonville, FL 32209 
Phone: 904/335-3030 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Head Librarian; Audiovisual Librarian 
CUE (1970-); Thesaurus (7th, 1977); 
Microfiche (1966-1977) 

MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 

Library services; Paper copy reproduction 



(154) FLORIDA COMMUNITY COLLEGE 
AT JACKSONVILLE 
Learning Resource Center 
North Campus, D301 
4501 Capper Road 
Jacksonville, FL 32218-4499 
Phone: 904/766-6714 Fax: 904/766-6640 



Contact: Cherry Alexander, Department 

Chairperson 

Audiences: University/College faculty and students 
Services: Library services 



(155) UNIVERSITY OF NORTH FLORIDA 
Thomas G. Carpenter Library 
P.O, Box 17605 
St. John's Bluff Road 
Jacksonville, FL 32245-7605 

Phone: 904/646-2616 Toll-free; 800/955-8771 

Fax: 904/646-2719 

E-mail: sphilips@unfivm.cis. unf.edu. bitnet 

Gopher: gopher.unf.edu 

URL: http://www.unf.edu/library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sarah Philips, Head of Reference; Eileen 
Brady, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 
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(156) FLORIDA SOUTHERN COLLEGE 
Roux Library 

1 1 1 Lake Hollingsworth Drive 

Lakeland, FL 33801-5698 

Phone: 813/680-4164 .Fax: 813/680-4126 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Flekke, Beth Simmons, Randall 
MacDonald, Reference 
RiE (1978-); CUE (1978-); Thesaurus 
(12th, 1990); Microfiche (1978-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University /College faculty and students; 
Local residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(157) FLORIDA INSTITUTE OF TECHNOLOGY 
Evans Library 

150 West University Boulevard 
Melbourne, FL 32901-6988 
Phone: 407/768-8000 x8021 Fax: 407/724-2559 
URL: http://www.fit.edu 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Deborah Anderson, Research and 
Instruction; Jean Sparks, Government 
Documents Specialist 
RIE (1966-); CUE (1976-1995); 
Thesaurus (12th, 1990); Microfiche 
(1981-1983; 1985-); Online database 
MF reader; MF reader/printer; Copier 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Microfiche blowback; Search strategy 
consultation; Referrals 



(158) FLORIDA INTERNATIONAL UNIVERSITY 
University Park Library 
Tamiami Trail 
Miami, FL 33199 

Phone: 305/348-2461 TTY: 305/348-1295 

Fax: 305/348-3408 

E-mail; millerl@servms.fiu.edu 

Gopher; gopher.fin.edu 

URL: http://www.fin.edu/~library/ 



Contact: Sherry Carrillo, Assistant Director for 

Readers’ Services 

Collection: RIE (1968-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1969-); 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 



(158) FLORIDA INTERNATIONAL UNIVERSITY (cont.) 

Audiences: University/College faculty and students; 
Area residents 

Services: Bibliographic instruction; Online search 

services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 



(159) MIAMI-DADE COMMUNITY COLLEGE 
Kendall Campus Library 
11011 Southwest 104th Street 
Miami, FL 33176 

Phone: 305/237-2076 Fax: 305/237-2864 

URL: http://www.kendall.mdcc.edu/library/library.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lily Young, Acting Chairperson 

RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Computer terminal 

University/College students; Vocational 
training school students 
Online search services; Library services; 
Paper copy reproduction 



(160) DADE-MONROE TEACHER EDUCATION 
CENTER 

Professional Library 
1080 Labaron Drive 
Miami Springs, FL 33166 

Phone: 305/887-2002 x51 Fax: 305/884-8142 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



R. Duff Masterson, Librarian 
Thesaurus (13th, 1995); Microfiche 
(1968-); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Educators; Labor force/employers 
ERIC publications; Research; Consultant 
services; Information dissemination; Online 
search services; Paper copy reproduction; 
Document delivery; Interlibrary loan; 

Search strategy consultation; Referrals; 

Not available to the public 



(161) MARION COUNTY SCHOOLS 
Teachers’ Professional Library 
406 Southeast Alvarez Avenue 
Ocala, FL 34471-3220 

Phone: 904/620-7759 Fax: 904/620-7788 



Contact: 

Collection: 



Equipment: 



Vic Burke, Coordinator 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); 

ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 



o 
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(161) MARION COUNTY SCHOOLS (cont.) 

Audiences: University/College faculty and students; 

Area residents; Librarians; Public school 
teachers; Community colleges; Local 
school district personnel 

Services: Curriculum guides; Research; Technical 

assistance; Information dissemination; 
Online search services; Library services; 
Publication production/dissemination; 
Audiovisual equipment; Paper copy 
reproduction 

(162) UNIVERSITY OF CENTRAL FLORIDA 
Library 

4000 Central Florida Boulevard 
Orlando. FL 32816-2666 

Phone: 407/823-5026 Fax: 407/823-5865 

E-mail: searches@pegasus.cc.ucf.edu 
URL: http://pegasus.cc.edu/^lib/oss.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Meg Scharf, Reference; Cynthia Kisby, 
Online Search Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1967-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Curriculum 
guides; Research; Technical assistance; 
Consultant services; Online search 
services; Library services; Paper copy 
reproduction; Document delivery; 
tnterlibrary loan; Search strategy 
consultation 



(163) UNIVERSITY OF WEST FLORIDA 
John C. Pace Library 
Curriculum Laboratory 
Pensacola, FL 32514 
Phone: 904/474-2439 



(164) UNIVERSITY OF SARASOTA 
Library, Suite 3 
5250 17th Street 
Sarasota, FL 34235 

Phone: 813/379-0404 Toll-free: 800/331-5995 

Fax: 813/379-9464 



Collection: Thesaurus (12th, 1990); Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College faculty and students; 
Area residents 

Services: ERIC publications; Online search services; 

Library services; Paper copy reproduction 

(165) UNIVERSITY OF SOUTH FLORIDA 
AT SARASOTA 
Jane Bancroft Cook Library 
5700 North Tamiami Trail 
Sarasota, FL 34243-2197 

Phone: 941/359-4301 Fax: 941/359-4307 

E-mail: dsc11bj@cfrvm.cfr.usf.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy Allen, Reference Librarian 
RIE (1968-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1973-); 

Online database 
MF reader/printer; Copier; 

Computer terminal 

University /College faculty and students; 
General public by request 
Bibliographic instruction; Library services; 
Paper copy reproduction; Search strategy 
consultation 



(166) UNIVERSITY OF SOUTH FLORIDA AT 
ST. PETERSBURG 
Nelson Poynter Memorial Library 
140 Seventh Avenue 
St. Petersburg, FL 33701 

Phone: 8 1 3/893-9 1 24 Fax: 8 1 3/893-96 1 0 

URL: http://www.stpt.usf.edu/library/ 



Contact: Ron Toifel, Reference Department 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Audiences: General public 

Services: Library services; Paper copy reproduction; 

Microfiche duplication; Search services for 
university community only 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Tina Neville 

RIE (1973-); CUE (1969-1972; 1974-); 
Thesaurus (13th, 1995); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
General public with restrictions 
Library services; Paper copy reproduction; 
Interlibrary loan; Educational documents 
index; Educational documents abstracts 
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(167) FLORIDA STATE UNIVERSITY 
Robert Manning Strozler Library 
P.O. Box 2047 

Tallahassee, FL 32306-2047 

Phone: 904/644-2706 TTY: 904/644-6414 

Fax: 904/644-4702 . 

Telnet: tn3270 nerdc.ufl.edu 
URL: http:/Avww.fsu.edu/-^library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Librarian; Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online .database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
University/College faculty and 
students; Area residents; Library 
consortium members 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan 



(168) UNIVERSITY OF SOUTH FLORIDA 
Tampa Campus Library 
4202 Fowler Avenue 
Tampa, FL 33620 

Phone: 813/974-4880 TTY: 813/974-9874 

Fax: 813/974-9875 

E-mail: gcunning@lib.usf.edu 

Gopher: lib.usf.edu 

URL: http://www.lib.usf.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ginny Cunningham, Online Services; 
Monica Metz-Wiseman, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

Computer terminal 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Outreach education services; 
Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication; Analysis of search 
results; Interlibrary loan; Search strategy 
consultation 



(169) PALM BEACH COUNTY SCHOOL BOARD 
Elizabeth B. Bias Professional Library 
3306 Forest Hill Boulevardi Suite C-102 
West Palm Beach, FL 33406-5813 
Phone: 407/434-8455 Fax: 407/684-5042 

Collection: RIE (1980-1989); CUE (1980-1984); 

Thesaurus (12th, 1990); Microfiche 
(1980-); CD-ROM 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 

Audiences: State educators; Local school district 
personnel; Elementary school students' 
parents; Secondary school students' 
parents; General public with restrictions 
Services: Research; Library services; Topical 

packages; Interlibrary loan; Search 
strategy consultation 
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(170) ALBANY STATE COLLEGE 
James Pendergrast Memorial Library 
504 College Drive 
Albany. GA 31705 

Phone: 912/430-4799 Fax: 91 2/430-4803 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Carroll, Dorothy Carver, 

Reference Librarians 

RIE (1979-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1968-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier 

University/College faculty and students; 

Area residents 

Online search services; Interlibrary loan; 
Search strategy consultation 



(171) GEORGIA SOUTHWESTERN COLLEGE 
James Earl Carter Library 
800 Wheatley Street 
Americus, GA 31709-4693 
Phone: 912/931-2259 Fax: 912/931-2265 

E-mail: gcreswel@uga.cc.uga.edu 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Technical 
assistance; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(172) UNIVERSITY OF GEORGIA 
Main Library 
Athens, GA 30602 

Phone: 706/542-8460 Fax: 706/542-4144 

E-mail: |jkelly@uga. cc.uga.edu 
Gopher: scarlett.libs.uga.edu 
URL: http://www.libs.uga.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judy Kelly, Head of Reference; Deanna 
Britton, Head, Social Sciences Department 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication; Search strategy 
consultation 



(173) ATLANTA UNIVERSITY CENTER 
111 James Brawley Drive, SW 
Atlanta, GA 30314 

Phone: 404/522-8980 Fax: 404/577-5158 



Contact: Robert Fallen, Argent S. Gibson 

Collection: RIE (1968-); CUE (1984-1992); 

Thesaurus 1987); Microfiche 
(1979-); Online database 



(173) ATLANTA UNIVERSITY CENTER (cont) 

Equipment: MF reader; MF reader/printer; Copier; 

Computer terminal 
Audiences: General public 
Services: Training, seminars, workshops; 

Bibliographic instruction; Information 
dissemination; Interlibrary loan 

(174) EMORY UNIVERSITY 
Robert W. Woodruff Library 
540 Asbury Circle 
Atlanta, GA 30322-2870 

Phone: 404/727-6875 Fax: 404/727-0053 

E-mail: libdlv@emory.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



David L. Vidor, Head of Reference 
RIE (1966-); CUE (1970-); Thesaurus 
(11th, 1987); Microfiche (1976-); CD-ROM 
MF reader; MF reader/printer 
University/College faculty and students 
Library services; Search services for 
university community only; Not available to 
the public 



(175) GEORGIA DEPARTMENT OF EDUCATION 
Research Development and Accountability 
2054 Twin Towers East 
Atlanta, GA 30334 

Phone: 404/657-9800 Fax: 404/657-0501 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; Copier; Microcomputer; 
Computer terminal 
Department of education personnel 
ERIC publications; ERIC training; 
Research; Information dissemination; 
Online search services; Analysis of search 
results; Document delivery; Search 
strategy consultation; Referrals 



(176) GEORGIA INSTITUTE OF TECHNOLOGY 
Library 

Georgia Tech Information Services 
Atlanta, GA 30332-0900 

Phone: 404/894-4511 Fax: 404/894-8190 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Katharine Calhoun, Head, 

Information Services 

RIE (1966-); CUE (1969-); Thesaurus 

(10th, 1984); Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty; General public 
for a fee 

Online search services; Library services; 
Topical packages; Paper copy 
reproduction; Microfiche duplication; 
Document delivery 
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(177) GEORGIA STATE UNIVERSITY 
William Russell Pullen Library 
1 00 Decatur Street, SE 
Atlanta, GA 30303 

Phone: 404/651-2185 Fax: 404/651-2508 

URL: http://wwwlib.gsu.edu 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Carolyn Robison, Associate University 
Librarian; Bill Kinyon, Head, 

Information Services 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1965-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier 

University/College community 

ERIC microfiche via interlibrary loan; ERIC 

publications; Research; Online search 

services; Paper copy reproduction; 

Analysis of search results; Interlibrary loan; 
Search strategy consultation 



(178) JIM CHERRY TEACHERS CENTER 
PROFESSIONAL LIBRARY 
DeKalb County Schools 
241 5-C North Druid Hills Road 
Atlanta, GA 30329 

Phone: 404/325-3011 x205 Fax: 404/728-1977 
E-mail: pam_m_kugel@solinet.net 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Pam Kugel, Media Specialist 
RIE (1980-); CUE (1980-); Thesaurus 
(12th, 1990); Microfiche (1975-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

Elementary school teachers; Secondary 
school teachers; Elementary 
administrators/directors/principals; 
Secondary administrators/directors/ 
principals; Inservice teachers; 

Psychiatrists; Local school district 
personnel; Elementary school librarians; 
Secondary school librarians; Elementary 
school coaches/athletic directors; 
Secondary school coaches/athletic 
directors 

Bibliographic instruction; Consultant 
services; Online search services; Library 
services 



(179) MERCER UNIVERSITY— ATLANTA 
Monroe F. Swilley, Jr., Library 
3001 Mercer University Drive 
Atlanta, GA 30341 

Phone: 404/986-3280 Fax: 404/986-3270 

E-mail: jbrook@uga.cc.uga.edu 

Contact: Judith D. Brook, Associate Director 

Collection: RIE (1970-); CUE (1976-); Thesaurus 

(12th, 1990); Microfiche (1984-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 



(179) MERCER UNIVERSITY— ATLANTA (cont.) 

Audiences: University/College faculty and students; 
University/College alumni; 
University/College consortium members 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction 

(180) OGLETHORPE UNIVERSITY 
Library 

4484 Peachtree Road, NE 
Atlanta, GA 30319 
Phone: 404/261-1441 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



George Stewart, Reader Services 
RIE (1966-); Thesaurus (10th, 1984); 
Microfiche (1972-1976); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(181) AUGUSTA COLLEGE 
Reese Library 
2500 Walton Way 
Augusta, GA 30904-2200 

Phone: 706/737-1748 Fax: 706/737-1475 

E-mail: rbustos@ac.edu 
Gopher. gopher.ac.edu:70/1 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Roxann Bustos, Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services; Interlibrary loan; 
Search strategy consultation 



(182) WEST GEORGIA COLLEGE 
Irvine Sullivan Ingram Library 
Carrollton, GA 30118 

Phone: 770/836-6495 Fax: 770/836-6626 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jan Ruskell, Head of Reference; 

Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University /College faculty and students; 
General public by request 
Bibliographic instruction; Library services; 
Paper copy reproduction; Interlibrary loan 
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(183) COLUMBUS COLLEGE 
Simon Schwob Memorial Library 
Columbus College 
Columbus, GA 31993 

Phone: 706/568-2042 Fax: 706/568-2084 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Erma Banks, Head of Reference; Kim 
Songster, Acquisitions 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents; Authorized library users 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; 'Search services for university 
community only 



(184) NORTH GEORGIA COLLEGE 
Stewart Library 
Dahlonega, GA 30597 

Phone: 706/864-1 5 1 8 Fax; 706/864-1 525 

E-mail: war(gmail.ngc.peachnet.edu 



(186) BRENAU TRUSTEE LIBRARY (cont.) 

Audiences: General public 

Services: Meetings, conferences; Training, seminars, 

workshops; Bibliographic instruction; 
Technical assistance; Consultant services; 
Interlibrary loan; Search strategy 
consultation 

(187) KENNESAW STATE COLLEGE 
Horace W. Sturgis Library 

3455 Steve Frey Road 
Kennesaw, GA 30144 

Phone: 404/423-6195 Fax: 404/423-6185 

E-mail: devans@ksc.mail.kennesaw.edu 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Computer terminal 
Audiences: General public 
Services: Bibliographic instruction; Paper copy 

reproduction; Interlibrary loan; Search 
strategy consultation 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Eiayne Dowdy, Serials Manager; Willie 
Gordon, Information Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Interlibrary loan 



(185) WOODWORTH LIBRARY 
Building 33500 
Fort Gordon, GA 30905 

Phone: 706/791-2449 Fax: 706/791-3282 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Fred Danes, Public Services Librarian 
RIE (1966-); Thesaurus (12th, 1990); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer; Copier 
Military personnel 

Online search services; Paper copy 
reproduction; Not available to the public 



(186) BRENAU TRUSTEE LIBRARY 
Gainesville, GA 30501 

Phone: 404/534-6113 Fax: 404/534-6256 



Contact: 

Collection: 

Equipment: 



Lewis Lucas 

RIE (1975-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1983-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Computer terminal 



(188) LAGRANGE COLLEGE 
William and Evelyn Banks Library 
601 Broad Street 
LaGrange, GA 30240 

Phone: 706/812-7312 Fax: 706/884-6567 

E-mail: flewis@mentor.lgc.peachnet.edu 
URL: http://www.lgc.peachnet.edu/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Steve Weaver, Reference Librarian 
RIE (1985-); CUE (1975-); Thesaurus 
(13th, 1995); Microfiche (1979);- 
Online database 

MF reader; MF reader/printef; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 



(189) MERCER UNIVERSITY 
Main Library 
1300 Edgewood Avenue 
Macon, GA 31207-0001 

Phone; 912/752-2055 Fax: 912/752-2252 

URL: http://www.mercer.edu/www/main/mainhome.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janis Bandelin, Head of Public Services 
RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1978-); CD-ROM 
MF reader; MF reader/printer; 

Copier; Microcomputer 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Interlibrary loan 
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(190) GEORGIA COLLEGE 
Ina DHtard Russell Library 
Milledgeville, GA 31061-0490 
Phone: 912/453-4047 Fax: 912/453-6847 

URL: http://peacock.gac.peachnetedu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lorene Flanders, Instructional and 
Reference Services; Bonnie Spiers, 
Electronic Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; 
Intertibrary loan 



(194) ARMSTRONG STATE COLLEGE 
Lane Library 
1 1935 Abercorn Street 
Savannah, GA 31419-1997 
Phone: 912/927-5332 Fax: 912/921-5479 

E-mail: jhdubus@pirates.armstrong.edu 
URL: http://www.armstrong.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Head of Reference Services 

RIE (1969-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM 

MF reader/printer 

General public 

Library services 



(195) SAVANNAH STATE COLLEGE 
Library 

State College Branch 
Savannah, GA 31404 

Phone: 912/356-2183 Fax: 912/356-2874 



(191) CLAYTON STATE COLLEGE 
Library 

P.O. Box 285 
Morrow, GA 30059 
Phone: 404/961-3520 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Gwen Bell, Head of Public Services 
RIE (1968-1984; 1987-); CUE (1982-); 
Thesaurus (12th, 1990); Microfiche 
(1987-); Online database 
MF reader; MF reader/printer; Copier 
University/College faculty and students 
Bibliographic instruction; Library services; 
Audiovisual equipment 



(192) BERRY COLLEGE 
Memorial Library 
Mount Berry, GA 30149-1705 
Phone: 706/236-1705 Fax: 706/236-9596 

E-mail: mareynolds@berry.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Martha Reynolds, Public Services Librarian 
RIE (1966-); CUE (1971-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
University/Coltege faculty and students; 
General public with restrictions 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Intertibrary loan 



(193) BREWTON-PARKER COLLEGE 
Highway 280 

ML Vernon, GA 30445-0197 

Phone: 912/583-2241 Fax: 912/583-4498 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1991-); CUE (1984-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/Cotlege faculty and students 
Library services; Paper copy reproduction 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Linda Holmes, Library Assistant 

RIE (1968-); CUE (1969-1982); Microfiche 

(1965-); Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

University/Co liege faculty and students 
Information dissemination; Audiovisual 
equipment; Microfiche duplication; 
Intertibrary loan 



(196) GEORGIA SOUTHERN UNIVERSITY 
Henderson Library 
Landrum Box 8074 
Statesboro, GA 30460-8074 
Phone: 912/681-5645 Fax: 912/681-5034 

E-mail: askzach@gsvms2.cc.gasou.edu 
Gopher: gsvms2.cc.gasou.edu 
URL: http://www.lib.gasou.edu 

Contact: Laura Davidson, Reference Department 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction 
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(197) VALDOSTA STATE UNIVERSITY 
Odum Library 

1500 North Patterson Street 
Valdosta, GA 31698 

Phone: 912/333-7149 Fax: 912/333-5862 

Telnet: 168.18.138.233 

URL: http://www.valdosta.peachnet.edu/-thyatt/lndex5. 
html 

Contact: Carolyn McPherson, Coordinator of 

Information Services 

Collection: RIE (1968-); CUE (1969-); Thesaurus 

(12th, 1990): Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer: Computer terminal 
Audiences: University/College faculty and students 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Interlibrary loan 
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(198) UNIVERSITY OF HAWAII AT HILO 
Edwin H, Mookini Library 
200 West Kawaili Street 
Hilo, HI 96720-4091 

Phone: 808/933-3346 Fax: 808/933-3329 

E-mail: maesato@uhunix.uhcc.hawaii.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Maesato, Information 

Desk Coordinator 

RIE (1966-); CUE (1970-1992); 

Thesaurus (12th, 1990); Microfiche 
(1982-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public with restrictions 
Bibliographic Instruction; Online search 
services; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan; Search 
strategy consultation 



(199) UNIVERSITY OF HAWAII 
Reference Center 
Thomas Hale Hamilton Library 
2550 The Mall 
Honolulu, HI 96822 

Phone: 808/956-7214 TTY: 808/956-7214 

Fax: 808/956-5968 
E-mail: emailref@hawaii.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Humanities/Social Sciences 
Reference Librarian 
Microfiche (1966-) 

MF reader; MF reader/printer 
University/College faculty and students 
Paper copy reproduction; Search services 
for university community only 



(200) BRIGHAM YOUNG UNIVERSITY— HAWAII 
Joseph F. Smith Library 
55-220 Kulanui Street 
Lale, HI 96762 

Phone: 808/293-3878 Fax: 808/293-3877 

E-mail: smithr@byuh.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Riley Moffat, Reference Librarian; Anita 
Henry, Acquisitions Librarian 
RIE (1967-); CUE (1981-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Local residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 
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(201) BOISE STATE UNIVERSITY 
Library 

1910 University Drive 
Boise, ID 83725 

Phone: 208/385-3581 Fax: 208/385-1394 

URL: http://libbooks.idbsu.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Terry Madden, Reference Librarian; 
Anne L. Matjeka 

RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication 



(202) LEWIS-CLARK STATE COLLEGE 
Library 

Eighth Avenue and Sixth Street 
Lewiston, ID 83501 

Phone: 208/799-2227 Fax: 208/799-2831 

URL: http://www.lcsc.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Susan Niewenhous, Head of Reference 
RIE (1975-); CUE (1975-); Thesaurus 
(12th, 1990); Microfiche (1985-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Online search training; 
Bibliographic instruction; Curriculum 
guides; Information dissemination; Online 
search services; Library services; 
Audiovisual equipment; Analysis of search 
results; Document delivery; Interlibrary 
loan; Referrals 



(203) UNIVERSITY OF IDAHO 
Library 

Moscow, ID 83844 

Phone: 208/885-6584 Fax: 208/885-6817 

E-mail: libref(guidaho.edu 
URL: http://www.llb.uidaho.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Mike Pollastro, Head, Reference Services; 
Dennis Baird, Social Science Librarian 
RIE (1966-); Thesaurus (13th, 1995); 
Microfiche (1977-); Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Bibliographic instruction; Technical 
assistance; Consultant services; Online 
search services; Library services; 
Microfiche blowback; Interlibrary loan; 
Search strategy consultation 



(204) IDAHO STATE UNIVERSITY 
Library 

850 South Ninth 
Pocatello, ID 83209 

Phone: 208/236-3152 Fax: 208/236 t4295 

E-mail: murdlarr@isu.edu 

Contact: J. Larry Murdock, Head, Access Services; 

Chuck Wenger, Head, Reference Services 
Collection: RIE (1 966-); CUE (1 969-); Thesaurus 

(13th, 1995); Online database 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
Audiences: General public 
Services: ERIC microfiche via Interlibrary loan; 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 
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(205) ARLINGTON HEIGHTS MEMORIAL LIBRARY 
500 North Dunton 
Arlington Heights, IL 60004 
Phone: 847/392-0100 x48 Fax: 847/506-2650 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marcia Rogers, Collection Management; 
Belle Hoffman, Collection Support Services 
Thesaurus (13th, 1995); Microfiche 
(1983-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier 
General public 

Online search services; Library services; 
Search strategy consultation 



(206) SOUTHERN ILLINOIS UNIVERSITY— 
CARBONDALE 
Morris Library 

Education and Psychology Library 
Carbondale, IL 62901-6632 
Phone: 618/453-2274 
E-mail: ga4189@siucvmb.bitnet 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



M. Kathy Cook, Lorene Pixley, Assistant 
Librarians, Education and Psychology 
Library 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

CD-ROM; ERICTOOLS 
MF reader; MF reader/printer 
University/College faculty and 
students; State residents; State 
education community 

ERIC microfiche via interlibrary loan; ERIC 
publications; Bibliographic instruction; 
Library services; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan; 
Search strategy consultation; Educational 
documents index; Referrals 



(207) EASTERN ILLINOIS UNIVERSITY 
Booth Library 
Reference Services 
Charleston, IL 61920 

Phone: 217/581-6072 TTY: 217/581-6065 

Fax: 217/581-6066 
E-mail: cfkhj@eiu.edu 
URL: http://wwv\r.booth.eiu.edu 



Contact: 

Collection: 



Equipment: 

Audiences; 

Services: 



Kathleen Jenkins 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; ERIC training; Library 
services; Paper copy reproduction 



(208) CHICAGO PUBLIC LIBRARY 
Computer-Assisted Reference Center 
400 South State Street 
Chicago, IL 60605 

Phone: 312/747-4470 Fax: 312/747-4473 



Contact: 

Collection: 

Audiences: 

Services: 



Marcia Dellenbach 
Online database 
General public for a fee 
Online search services 



(209) CHICAGO PUBLIC LIBRARY 
Education/Philosophy Information Center 
400 South State Street 
Chicago, IL 60605 

Phone: 312/747-4600 Fax: 312/747-4695 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Virginia Meeker 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Information dissemination; Online search 
services; Library services; Microfiche 
duplication; Interlibrary loan 



(210) CHICAGO STATE UNIVERSITY 
Douglas Library 
9501 South King Drive 
Chicago, IL 60628 

Phone: 312/995-2235 Fax: 312/995-3772 

E-mail: bimyrbm@uxa.ecn.bgu.edu 



Contact; 

Collection; 



Equipment: 

Audiences: 

Services: 



Robert Meeker, Coordinator of 
Public Services 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 

Online database 
MF reader; MF reader/printer 
General public 

Online search services; Library services; 
Paper copy reproduction; Analysis of 
search results 



(211) NATIONAL-LOUIS UNIVERSITY— 

CHICAGO CAMPUS 
University Library 
18 South Michigan Avenue 
Chicago, IL 60603 

Phone: 312/621-9650 x3376 Fax: 312/621-1205 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 
RIE (1985-); CUE (1985-); Thesaurus 
(13th, 1995); Microfiche (1981-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services 
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(212) NORTHEASTERN ILLINOIS UNIVERSITY 
Ronald Williams Library 
5500 North St. Louis Avenue 
Chicago, IL 60625 

Phone: 312/794-2612 Fax: 312/794-2550 

E>mail: uktardif@uxa.ecn.bgu.edu 

URL: http://www.ecn.bgu.edu/users/uneiulib/lib.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kristine Tardiff, Curriculum 
Materials Center Coordinator/ 

Education Bibliographer 
RIE (current 2 years); CUE (1969-); 
Thesaurus (13th, 1995); Microfiche 
(1966-); Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Public school teachers; 
Teachers/Professors; Students 
ERIC publications; Training, seminars, 
workshops; Online search training; 
Bibliographic instruction; Curriculum 
guides; Information dissemination; Online 
search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Search strategy consultation; 
Referrals; ERIC videotape 



(213) ROOSEVELT UNIVERSITY 
Murray-Green Library 
430 South Michigan Avenue 
Chicago, IL 60605 

Phone: 312/341-3643 Fax: 312/341-2425 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Promilla Bansal, Head, Reference; 
Charles Laurier, Reference Librarian 
RIE (1979-); CUE (1969-); Thesaurus 
(12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal; 
Microfilm reader/printer 
University/Co liege faculty and students; 
General public postsecondary age 
Library services; Paper copy reproduction 



(214) RUSH PRESBYTERIAN— ST. LUKE’S 
MEDICAL CENTER 
Library of Rush University 
600 South Paulina Street 
Chicago, IL 60612 

Phone: 312/942-5952 Fax: 312/942-3143 

E>mail: perry@lib.rpslmc.edu 

URL: http://www.rpslmc.edu/library/index.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gerald Perry, Reference Manager 
RIE (1977-); CUE (1969-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
Microcomputer; Computer terminal 
University/College faculty and students; 
Medical center faculty 
Library services 



(215) UNIVERSITY OF CHICAGO 
Joseph Regenstein Library 
1100 East 57th Street 
Chicago, IL 60637 

Phone: 312/702-4685 Fax: 312/702-6623 

E-mail: ref2@midway.uchicago.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Katherine Haskins, Reference Services; 
Jane McKeever, Bibliographer 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
University/College community; 

Subscribers; General public with 
restrictions 

Library services; Paper copy reproduction; 
Search services for university community 
only; Document delivery 



(216) UNIVERSITY OF ILLINOIS AT CHICAGO 
University Library 
P.O. Box 8198 
Chicago, IL 60607 
Phone: 312/966-2728 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Documents Librarian; Computer Search 

Service Coordinator 

RIE (1975-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1976-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 

General public 

Online search services; Library services; 
Paper copy reproduction 



(217) NORTHERN ILLINOIS UNIVERSITY 
University Libraries 
Reference Department 
DeKalb, IL 60115 

Phone: 815/753-9850 TTY: 815/753-0150 

Fax: 815/753-2003 
E-mail: banderson@niv.edu 
URL: http://www.niu.edu/depts/library/niutip.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Byron Anderson, Computer 
Access Services 
RIE (1967-1995); CUE (1969-); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 
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(218) SOUTHERN ILLINOIS UNIVERSITY 
at EDWARDSVILLE 
Lovejoy Library 
Education Division 
Edwardsville, IL 62026 
Phone; 618/692-2906 



(221) COLLEGE OF DUPAGE 
22nd Street and Lambert Road 
Attention: Learning Resources Center 
Glen Ellyn, IL 60137 

Phone: 708/942-2078 Fax: 708/858-8757 

E-mail: fitzwate@cdnetcod.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ina P. Sledge, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1967-1984); 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator 

University /College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(219) NATIONAL-LOUIS UNIVERSITY— 
EVANSTON CAMPUS 

University Library 
2840 Sheridan Road 
Evanston, IL 60201 

Phone: 708/475-1100 Fax: 708/256-1057 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1966-); CUE (1971-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Microfiche 
duplication; Interlibrary loan 



(220) NORTHWESTERN UNIVERSITY 
Library 

1935 Sheridan Road 
Evanston, IL 60208 

Phone: 847/491-7656 Fax: 847/491-8306 

E-mail: refdept@nwu.edu 
URL: http://www.library.nwu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



William McHugh, Reference Collection 
Management; Reference Librarian 
CUE (1969-); Thesaurus (12th, 1990); 
Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public with restrictions 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Curriculum 
guides; Consultant services; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Diana Fitzwater, Reference Librarian 
RIE (1975-1990); CUE (1972-1990); 
Thesaurus (13th, 1995); Microfiche 
(1989-); CD-ROM; Online database 
MF reader/printer; Copier; Microcomputer 
Genera) public 

Search services for university 
community only 



(222) SCOTT FORESMAN LIBRARY 
1900 East Lake Avenue 
Glenview, IL 60025 

Phone: 708/486-2617 Fax: 708/486-2394 



Collection: RIE (1968-); CUE (1969-1978); 

Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 

Audiences: Educators; General public by request 
Services: Online search services; Library services; 

Document delivery; Interlibrary loan; 
Search strategy consultation 

(223) COLLEGE OF LAKE COUNTY 
John C, Murphy Memorial Library 
Learning Resource Center 
19351 West Washington Street 
Grayslake, IL 60030 

Phone: 708/223-6601 x5300 Fax: 708/223-7690 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarians 
Thesaurus (13th, 1995); Microfiche 
(1978-); CD-ROM; Online database 
MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Technical 
assistance; Online search services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(224) WESTERN ILLINOIS UNIVERSITY 
University Library 
Macomb, IL 61455 

Phone: 309/298-2762 Fax: 309/298-2791 

E-mail: dean_howd@ccmail.wiu.edu 
URL: http://www.ecn.net/users.wilibo/wiu/ 

Contact: Dean Howd, Periodicals Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
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(224) WESTERN ILLINOIS UNIVERSITY (cont.) 
Audiences; General public 

Services; Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication; Microfiche blowback 

(225) ILLINOIS STATE UNIVERSITY 
Milner Library 

College Avenue and University Street 
Normal, IL 61761-0900 

Phone: 309/438-3481 Fax: 309/438-3676 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sharon Naylor, Education Librarian; 
Michael Khatib; Rosiyn Wylie 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; Search 
services for university community only; 
Interiibrary loan 



(226) NORTH CENTRAL REGIONAL 
EDUCATIONAL LABORATORY 
1900 Spring Road 
Oak Brook, IL 60521-1480 

Phone: 708/571^700 Toll-free: 800/356-2735 

Fax: 708/571^716 
E-mail: info@ncrel.org 
URL: http://www.ncrel.org/ncrel 



Contact: 

Collection: 

Audiences: 

Services: 



Jan Bakker, Resource Center Director; 
Arlene Hough, Resource Center Assistant 
Thesaurus (12th, 1990); CD-ROM 
General public 

Information dissemination; Publication 
production/dissemination; Topical 
packages 



(227) PALATINE PUBLIC LIBRARY 
700 North Court 
Palatine, IL 60067 



(228) MORAINE VALLEY COMMUNITY COLLEGE 
Learning Resources Center 
Library 

10900 South 88th Avenue 
Palos Hills, IL 60465 

Phone: 708/974-5234 TTY: 708/974-2004 

Fax: 708/974-1184 

E-mail: jenkins@moraine.cc.il.us 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966- select); 

CD-ROM; Online database 

MF reader/printer; Copier; Microcomputer 

University/College faculty and students; 

Area residents 

Online search services; Library services; 
Interiibrary loan 



(229) BRADLEY UNIVERSITY 
Cullom-Davis Library 
1511 West Bradley Avenue 
Peoria, IL 61625 

Phone: 309/677-2850 Fax: 309/677-2558 

E-mail: reding@bradley.edu 
Gopher: gopher.bradley.edu 
URL: http://www.bradley.edu/irt/lib/ 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1968-); CUE (1969-1993); 
Thesaurus (13th. 1995); Microfiche 
(1968-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community 
Paper copy reproduction; Search services 
for university community only; 

Interiibrary loan 



(230) CONCORDIA UNIVERSITY 
Klinck Memorial Library 
7400 Augusta 

River Forest, IL 60302-1499 

Phone: 708/209-3050 Fax: 708/209-3175 

E-mail: crflatzkehr@crfcuis.edu 

URL: http://www.cuis.edu/www/curf/home.html 



Contact: Reference Librarian 

Collection: Microfiche (1995-); CD-ROM; 

Online database 

Equipment: MF reader; Copier 
Audiences: General public 
Services: Library services 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Kurt Munson, Head of Reference Services 
RIE (1966-1993); CUE (1969-1993); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication 
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(231) ROCK VALLEY COLLEGE 
Educational Resources Center 
3301 North Mulford Road 
Rockford, IL 61111 

Phone: 815/654^432 Fax: 815/654^339 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Mary Rose Amidjaya, Library Specialist 
Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area faculty and students; Area residents; 
General public by request 
ERIC microfiche via interlibrary loan; ERIC 
publications; Online search services; 
Library services 



(232) ROBERT M. MCCORMICK TRIBUNE 
FOUNDATION LIBRARY 
1651 McConnor Parkway 
Schaumburg, IL 60173 

Phone: 847/619-7980 Fax: 847/619-7983 

E-mail; mriedner@acfsysv.roosevelt.edu 



(234) GOVERNORS STATE UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer 
Audiences: University/College faculty and students; 

Education agencies; Teachers/Professors; 
General public with restrictions 
Services: ERIC training; Bibliographic instruction; 

Online search services; Paper copy 
reproduction; Search services for university 
community only; Search strategy 
consultation 

(235) ERIC CLEARINGHOUSE ON ELEMENTARY AND 
EARLY CHILDHOOD EDUCATION 

University of Illinois at Urbana-Champaign 
805 West Pennsylvania Avenue 
Urbana, IL 61801-4897 

Phone: 217/333-1386 Toll-free: 800/583-4135 

Fax: 217/333-3767 

E-mail: ericeece@uiuc.edu 

Gopher: ericps.ed.uiuc.edu 

URL: http;//erlcps. ed.uluc.edu/ericeece.html 

URL NPIN: http://ericps.ed.uiuc.edu/npin/npinhome.html 



Collection: Thesaurus (13th, 1995); Microfiche 

(1988-); CD-ROM; Online database 
Equipment: MF reader/printer; Copier; 

Computer terminal 
Audiences: General public 
Services: Online search services; Paper copy 

reproduction 

(233) UNIVERSITY OF ILLINOIS AT SPRINGFIELD 
Instructional Services Department 
Brookens Library 
Shepherd Road 
Springfield, IL 62794-9243 
Phone: 217/786-6633 Fax: 217/786-6208 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Linda A. Kopecky, Instructional Services 
Department Chair 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; 

Microcomputer 

General public 

Online search training; Bibliographic 
instruction; Online search services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(234) GOVERNORS STATE UNIVERSITY 
University Library 
University Park, IL 60466 

Phone: 708/534^138 Fax: 708/534^564 

E-mail: b-conant@acs.bgu.gsu.edu 



Contact: Barbara Conant 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ron Banks, User Services 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Meetings, conferences; Outreach 
education services; Training, seminars, 
workshops; Online search training; 
Technical assistance; Information 
dissemination; Online search services; 
Library services; Publication 
production/dissemination; Topical 
packages; Analysis of search results; 
Search strategy consultation; Educational 
documents index; Educational documents 
abstracts; Referrals 



(236) UNIVERSITY OF ILLINOIS AT 
URBANA-CHAMPAIGN 
Education and Social Science Library 
1408 West Gregory Drive 
Urbana, IL 61801 

Phone: 217/333-2305 Fax; 217/333-2214 

URL: http://www.grainger.uiuc.edu/edx/default.htm 

Contact: Dan Burgard, Psychology Subject 

Specialist; James Williams, Social Work 
Subject Specialist 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 
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(236) UNIVERSITY OF ILLINOIS AT 
URBANA-CHAMPAIGN (cont.) 

Audiences: General public 

Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication; Microfiche 
blowback; Educational documents index 



(237) NATIONAL-LOUIS UNIVERSITY— 
WHEATON CAMPUS 

University Library 

200 South Napperville Road 

Wheaton, IL 60187 

Phone: 708/668-3838 Fax: 708/668-5883 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Karen Becker, Librarian 
RIE (1974-); CUE (1975-); Thesaurus 
(12th, 1990); Microfiche (April 1974-); 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Information 
dissemination; Online search services; 
Library services; Microfiche duplication; 
Interlibrary loan; Search strategy 
consultation 



(238) WHEATON COLLEGE 
Buswell Memorial Library 
Franklin and Irving Streets 
Wheaton, IL 60187 

Phone: 708/752-5169 TTY: 312/747-4695 

Fax: 708/752-5855 
E-mail: jfawcett@wheaton.edu 
URL: http://www.wheaton.edu 



Contact: John Fawcett, Head, Public Services; 

Gregory Morrison, Public Services 
Collection: RIE (current 3 years); CUE (1983-1990); 

Thesaurus (13th, 1995); Microfiche 
(1982-); CD-ROM; Online database 
Equipment: MF reader/printer; Microcomputer 
Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Interlibrary loan 



(239) LOYOLA UNIVERSITY— CHICAGO 
Millinckrodt Campus 
Education Library 
1041 Ridge Road 
Wilmette, IL 60091 

Phone: 847/853-3040 Fax: 847/853-3203 

E-mail: edlib@luc.edu 

URL: http://www.luc.edu/libraries/mallinckrodt/mallib.htm 

Contact: Maria Otero-Boisvert, Head Librarian 

Collection: Thesaurus (13th, 1995); Microfiche 

(1967-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier 
Audiences: University/College faculty and students 
Services: Online search services; Library services; 

Paper copy reproduction 
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(240) ADJUNCT ERIC CLEARINGHOUSE FOR 
LAW-RELATED EDUCATION 
Social Studies Development Center 
Indiana University 
2805 East Tenth Street, Suite 120 
Bloomington, IN 47408 

Phone: 812/855-3838 Toll-free: 800/266-3815 

Fax: 812/855-0455 
E-mail: ericso@indiana.edu 
URL: http://www.indiana.edu/--ssdc/lre.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



John Patrick, Robert Leming, Codirectors 
RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 
CD-ROM; Online database 
MF reader; Copier; Microcomputer 
General public 

Information dissemination; Online 
search services 



(241) ADJUNCT ERIC CLEARINGHOUSE FOR U.S.- 
JAPAN STUDIES 

Social Studies Development Center 
Indiana University 
2805 East 10th Street, Suite 120 
Bloomington, IN 47408-2698 

Phone: 812/855-3838 Toll-free: 800/266-3815 

Fax: 812/855-0455 
E-mail: japan@indiana.edu 
URL: http://www.indiana.edu/-japan 



Collection: 

Audiences: 

Services: 



Thesaurus (13th, 1995) 

General public 

Library services; Paper copy reproduction 



(242) ERIC CLEARINGHOUSE FOR SOCIAL STUDIES/ 
SOCIAL SCIENCE EDUCATION 
Social Studies Development Center 
Indiana University 
2805 East 10th Street, Suite 120 
Bloomington, IN 47408-2698 

Phone: 812/855-3838 Toll-free: 800/266-3815 

Fax: 812/855-0455 
E-mail; ericso@indiana.edu 
URL: http://www.indiana.edu/-ssdc/eric-chess.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Jane Henson, Associate Director; Vickie 
Schlene, User Services Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 
CD-ROM; Online database; ERICTOOLS 
MF reader/printer; Microcomputer 
General public 

Online search services; Library services; 
Paper copy reproduction 



(243) ERIC CLEARINGHOUSE ON READING, ENGLISH, 
AND COMMUNICATION 
Smith Research Center 
Indiana University 
2805 East 10th Street, Suite 150 
Bloomington, IN 47408-2698 

Phone: 812/855-5847 Toll-free: 800/759-4723 

Fax: 812/855-4220 

E-mail: ericcs@indiana.edu 

Gopher: gopher.indiana.edu 

URL: http://www.indiana.edu/-eric_rec 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Stephen Stroup, Assistant Director for 
User Services 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

CD-ROM 

MF reader/printer; Copier; 

Computer terminal 
General public 

ERIC publications; Meetings, conferences; 
Training, seminars, workshops; Publication 
production/dissemination; Topical 
packages; Analysis of search results; 
Search strategy consultation; Referrals 



(244) INDIANA UNIVERSITY/EDUCATION LIBRARY 
201 North Rose 
Bloomington, IN 47405 

Phone: 8 1 2/856-8590 Fax: 8 1 2/856-8593 

E-mail: libeduc@iubacs.bitnet 

URL: http://www.indiana.edu/-libeduc/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Steven L. Sowell, Head 
RIE (1966-); CUE (1969-1992); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
State education community; State 
residents 

ERIC publications; Bibliographic 
instruction; Curriculum guides; Information 
dissemination; Library services; 
Audiovisual equipment; Paper copy 
reproduction 



(245) INDIANA UNIVERSITY/VOCATIONAL 
EDUCATION SERVICES 
Room 171 

840 State Road 46 Bypass 
Bloomington, IN 47405 

Phone: 812/855-6711 Fax: 812/855-9156 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1978-); Thesaurus (12th, 1990) 
Copier; Microcomputer; Computer terminal 
State vocational education community 
ERIC publications; Online search services; 
Library services; Paper copy reproduction 
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(246) UNIVERSITY OF EVANSVILLE 
Library 

1800 Lincoln Avenue 
Evansville, IN 47722 

Phone: 812/479-2484 Fax: 812/471-6996 

E-mail: libweb@evansville.edu 
URL: http://www.evansville.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Periodicals Librarian; Kathy Norman, 
Library Associate 

RIE (1975-): CUE (1973-); Thesaurus 
(11th, 1987); Microfiche (1971-); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services 



(247) UNIVERSITY OF SOUTHERN INDIANA 
David L. Rice Library 
8600 University Boulevard 
Evansville, IN 47712 

Phone: 812/464-1824 Fax: 812/465-1693 

E-mail: mmyer.ucs@smtp.usi.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mona Meyer, Reference Librarian 
RIE (1968-); CUE (1972-); Thesaurus 
(12th, 1990); Microfiche (1978- 
1988 select: 1989-); CD-ROM; 

Online database 

MF reader: MF reader/printer; Copier; 
Microcomputer 

General public with restrictions 
Online search training; Bibliographic 
instruction; Microfiche duplication: Search 
services for university community only; 
Interlibrary loan; Educational documents 
abstracts 



(248) ST. FRANCIS COLLEGE 
Library 

2701 Spring Street 
Fort Wayne, IN 46808 

Phone: 219/434-3247 Fax: 219/434-3294 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Microfiche 

(1966-); CD-ROM 

MF reader; MF reader/printer 

General public 

Paper copy reproduction 



(249) DEPAUW UNIVERSITY 
Roy O. West Library 
Greencastle, IN 46135-0037 
Phone: 317/658-4444 Fax: 317/658-4445 

E-mail: cruedi@depauw.bitnet 
URL: http://www.depauw.edu 



Contact: 

Collection: 

Equipment: 



Claudia Ruediger, Public 
Services Librarian 
Microfiche (1988-); CD-ROM 
MF reader/printer; Copier; Microcomputer; 
Computer terminal 



(249) DEPAUW UNIVERSITY (cont.) 

Audiences: General public 
Services: ERIC microfiche via Interlibrary loan; 

Bibliographic instruction 

(250) PURDUE UNIVERSITY— CALUMET 
Library 

Hammond, IN 46323-2094 

Phone: 219/989-2678 Fax: 219/989-2553 

E-mail: chojenpp@nwl.calumet.purdue.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Peter P. Chojenski, Reference Librarian 
RIE (1966—); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 
CD-ROM; Online database 
MF reader: MF reader/printer; Copier; 
Microcomputer: Computer terminal 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(251) INDIANA STATE LIBRARY 
140 North Senate Avenue 
Indianapolis, IN 46204 

Phone: 317/232-3678 TTY: 317/232-7763 

Fax: 317/232-3728 

URL: http://www.statelib.lib.in.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Division Information Desk 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1975-); 
CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
State residents; State government 
personnel 

Online search services; Paper copy 
reproduction: Microfiche duplication 



(252) INDIANA UNIVERSITY— SCHOOL OF MEDICINE 
Room 100 

Ruth Lilly Medical Library 
975 West Walnut Street 
Indianapolis, IN 46202 

Phone: 317/274-7182 Fax: 317/274-2088 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Fran Brahmi, Director of 
Information Services 

Thesaurus (11th, 1987); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Medical center faculty, students, and staff; 
University/College faculty and students; 
Medical community 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 
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(253) UNIVERSITY OF INDIANAPOLIS 
Krannert Memorial Library 
1400 East Hanna Avenue 
Indianapolis, IN 46227 

Phone: 317/788-3268 Fax: 317/788-3275 

E-mail: guyonneau@gandlf.uindy.edu 



Contact: 



Collection: 

Equipment: 

Audiences: 

Services: 



Christine H. Guyonneau, Director, 
Reference Services; Shirley Bigna, 
Assistant Director 

RIE (1987-); CUE (1970-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public with restrictions 
ERIC microfiche via interlibrary loan; ERIC 
training; Online search training; 
Bibliographic instruction; Research; 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Search services for university 
community only; Interlibrary loan 



(254) INDIANA WESLEYAN UNIVERSITY 
4201 South Washington Street 
Marion, IN 46953-4974 
Phone: 317/674-6901 



Collection: 

Audiences: 

Services: 



Microfiche (1995-); CD-ROM; 
Online database 
General public 
Library services 



(255) BALL STATE UNIVERSITY 
Bracken Library 
Muncie, IN 47306 

Phone: 317/285-5277 TTY: 317/285-2200 

Fax: 317/285-5351 
Gopher: gopher.library.bsu.edu 
URL: http://www.library.bsu.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marian Rucker-Schamu, John Oliva, 
Reference Librarians 
RIE (1966-1994); CUE (1969-1993); 
Thesaurus (13th, 1995); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; Copier 
University/College faculty and students; 
State residents 

Online search services; Library services; 
Paper copy reproduction 



(256) INDIANA STATE UNIVERSITY 
Cunningham Memorial Library 
Terre Haute, IN 47809 

Phone: 812/237-2580 Fax: 812/237-2567 

E-mail: libnorm@lndst.edu 



Contact: O. Gene Norman, Head, Reference 

Department 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 



(256) INDIANA STATE UNIVERSITY (cont) 

Audiences: University/College faculty and students 
Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation; Educational 
documents index; Educational documents 
abstracts 



(257) VALPARAISO UNIVERSITY 
Moellering Library 
Valparaiso, IN 46383 

Phone: 219/464-5360 Fax: 219/464-5792 

E-mail: emeyer@exodus.valpo.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ellen Meyer, Reference Librarian 
RIE (1975-); CUE (1976-); Thesaurus 
(13th, 1995); Microfiche (1966- 
1990 select; 1991-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Paper copy reproduction; Search services 
for university community only; Search 
strategy consultation 



(258) PURDUE UNIVERSITY 
Humanities, Social Science, and Education Library 
1 530 Stewart Center 
West Lafayette, IN 47907-1530 
Phone: 317/494-2835 Fax: 317/494-9007 

E-mail: cotIinsm@vm.cc.purdue.edu 
URL: http://thorplus.lib.purdue.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Ellen Collins, Education Bibliographer 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 
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(259) IOWA STATE UNIVERSITY 
Parks Library 

Osborn Drive and Morrill Road 
Ames, lA 50011-2140 

Phone: 515/294-3642 Fax: 515/294-5525 

URL: http://www.lib.iastate.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Eleanor Mathews, Reference and 
Instructional Services; Rhonda 
Adams, Documents 
RIE (1966-1994); CUE (1969-); 
Thesaurus (13th, 1995); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction 



(260) UNIVERSITY OF NORTHERN IOWA 
Rod Library 

Cedar Falls, lA 50613-3675 

Phone: 31 9/273-2838 Fax: 31 9/273-2913 

E-mail: barbara.allen(gcobra. uni.edu 

URL: http://www.uni.edu/library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Allen, Reference Librarian; 
Lawrence Kieffer, Head, Reference 
Department 

RIE (1966—); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



(261) PALMER COLLEGE OF CHIROPRACTIC 
Health Science Library 
1000 Brady Street 
Davenport, lA 52803-5287 
Phone: 319/326-9641 Fax: 319/326-9897 

E-mail: stout(gpalmer.edu 



Contact: R. Stout 

Equipment: MF reader; Copier 
Audiences: General public 
Services: Research; Technical assistance; 

Consultant services; Information 
dissemination; Online search services; 
Library services; Paper copy reproduction; 
Document delivery; Interlibrary loan; 
Search strategy consultation; Referrals 



(262) TEIKYO MARYCREST UNIVERSITY 
Cone Library 
1607 West 12th Street 
Davenport, lA 52804 

Phone: 319/326-9254 Fax: 319/326-9250 

Collection: RIE (1975—); CUE (1969—); Thesaurus 

(12th, 1990); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal; 
Microfilm reader/printer 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Curriculum 
guides; Interlibrary loan; Search strategy 
consultation 



(263) DRAKE UNIVERSITY 
Cowles Library 

28th Street and University Avenue 
Des Moines, lA 5031 1 
Phone: 515/271-2113 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



James S. Leonardo, Mary Beveridge 
RIE (1966-); CUE (1973-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area residents 

Online search services; Paper copy 
reproduction 



(264) GRANDVIEW COLLEGE LIBRARY 
1351 Grandview Avenue 
Des Moines, lA 50316 

Phone: 515/263-2877 Fax: 515/263-2998 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marilyn Juhl, Associate Director/Public 
Services Librarian 

RIE (1989-); CUE (1985-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader/printer; Copier; Microcomputer 
University/College faculty and students 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction: Interlibrary loan 



(265) IOWA DEPARTMENT OF EDUCATION 
Iowa Network for Obtaining Research Materials 
for Schools 

Grimes State Office Building 
Des Moines, lA 50319-0146 
Phone: 515/281-5286 Fax: 515/242-5988 

E-mail: mbruett@max.state.ia.us 



Contact: Mary Jo Bruett, Referral Specialist 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
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(265) IOWA DEPARTMENT OF EDUCATION (cont.) 



Audiences: State education community 
Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication 

(266) AMERICAN COLLEGE TESTING 
Library 

2201 North Dodge 
Box 168 

Iowa City, lA 52243-0168 

Phone: 319/337-1165 Fax: 319/339-3021 

E-mail: snider@act.org 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

Personnel; General public by request 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(267) WESTMAR UNIVERSITY 
C.A. Mock Library 
1002 Third Avenue, SE 
LeMars, lA 51031-2694 

Phone: 712/546-2021 Fax: 712/546-2601 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Evelyn Ohmanns, Public 
Services Librarian 

RIE (1968-May 1993); CUE (1975-1992); 
CD-ROM; Online database 
MF reader; Copier 

University/College faculty and students; 
University/College community; General 
public with restrictions 
Library services 



(268) MORNINGSIDE COLLEGE LIBRARY 
1501 Morningside Avenue 
Sioux City, lA 51106 
Phone: 712/274-5193 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Daria Bossman, Information 
Services Librarian 
RIE (1970-); CUE (1976-1990); 
Thesaurus (12th, 1990); Microfiche 
(1988-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

Online search services; Library services; 
Paper copy reproduction 



(269) BUENA VISTA COLLEGE 
Ballou Library 
610 West Fourth 
Storm Lake, lA 50588 

Phone: 712/749-2203 Fax: 712/749-2059 

E-mail: kennedyj@bvu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jodie Morin, Reference Librarian 
RIE (1968-); CUE (1969-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Bibliographic instruction; Online 
search services; Library services; 
Interlibrary loan; Search strategy 
consultation 



(270) WARTBURG COLLEGE LIBRARY 
222 Ninth Street, NW 
P.O. Box 1003 
Waverly, lA 50677 

Phone: 319/352-8244 Fax: 319/352-8394 

E-mail: cary@wartburg.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sandra Cary, Public Services Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services 
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(271) NEOSHO COUNTY COMMUNITY COLLEGE 
1000 South Allen 
Chanute, KS 66720 
Phone: 316/431-6222 x146 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1990-); Thesaurus (11th, 1987); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

Bibliographic instruction; Curriculum 
guides; Research; Technical assistance; 
Online search services; Library services 



(272) EMPORIA STATE UNIVERSITY 
William Allen White Library 
1200 Commercial 
Emporia, KS 66801 

Phone: 316/341-5049 Fax: 316/341-5997 

E-mail: martinna@esumail.emporia.edu 
Gopher: gopher.emporia.edu/ 

URL: http://www.emporia.edU/s/www/libsv/wawl.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nannette Martin, Head, Government 
Documents 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC microfiche via interlibrary loan; ERIC 
publications; ERIC training; Training, 
seminars, workshops; Online search 
training; Bibliographic instruction; 
Curriculum guides; Technical assistance; 
Consultant services; Information 
dissemination; Library services; 

Audiovisual equipment; Microfiche 
blowback; Analysis of search results; 
Search strategy consultation 



(273) GARDEN CITY COMMUNITY COLLEGE 
Thomas E. Saffell Library 
801 Campus Drive 
Garden City, KS 67846 

Phone: 316/276-9511 Fax: 316/276-9630 



(274) FORT HAYS STATE UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer; Copier 

Audiences: General public 

Services: ERIC microfiche via interlibrary loan; 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Interlibrary loan; Referrals 

(275) KANSAS CITY PUBLIC LIBRARY 
625 Minnesota Avenue 

Kansas City, KS 66101 

Phone: 913/551-3280 Fax: 913/551-3216 

E-mail: info@kckpl.lib.ks.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patrick Mahoney, Business Librarian; 
Linda Wolford, Adult Services 
Thesaurus (12th, 1990); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal; 
Microfilm reader/printer 
General public 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 



(276) UNIVERSITY OF KANSAS 
Archie R. Dykes Library of the Health Sciences 
Reference Department 
2100 West 39th 
Kansas City, KS 66160-7180 
Phone: 91 3/588-5070 Fax: 91 3/588-7304 

E-mail: dykesref@kumc.edu 

URL: http://www.kumc.edu/service/dykes/dykesllb.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cheryl Pace, Shelll Crocker, D.A. Thomas, 
Reference Librarians 
RIE (1967-1988); CUE (1977-1988); 
Thesaurus (12th, 1990); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

Medical center faculty, students, and staff 
Online search services; Library services; 
Interlibrary loan 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1970-1991) 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
General public with restrictions 
Library services 



(274) FORT HAYS STATE UNIVERSITY 
Forsyth Library 
600 Park Street 
Hays, KS 67601 

Phone: 913/628-4431 Fax: 913/628-4096 



Contact: Phyllis Schmidt, Head of Reference 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1971-); CD-ROM; 
Online database 



(277) UNIVERSITY OF KANSAS 
Watson Library 
Lawrence, KS 66044 

Phone: 91 3/864-3366 Fax: 91 3/864-3855 



Contact: 

Collection: 



Equipment: 



James Neeley, Head, Reference; Barbara 
Jones, Reference Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Computer 
terminal 




50 



Directory of ERIC Resource Collections 



KANSAS 



(277) UNIVERSITY OF KANSAS (cont.) 

Audiences: University/Coliege faculty and students; 
State residents 

Services: Library services; Paper copy reproduction; 

Microfiche duplication; Search services for 
university community only; Interlibrary loan 

(278) KANSAS STATE UNIVERSITY 
Farrell Library 

Manhattan, KS 66506-1200 
Phone: 913/532-7409 Fax: 913/532-6144 

E-mail: library@ksu.edu 
URL: http://vmw.iib.ksu.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Lucy Wilde, Chair of Social 
Sciences/Humanities Libraries 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; MF 
duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search services; Paper copy 
reproduction 



(279) MIDAMERICA NAZARENE COLLEGE 
Mabee Library and Learning Center 
2030 College Way 
Olathe. KS 66062 

Phone: 913/782-3750 x165 Fax: 913/791-3285 
E-mail: rmorrison@oz.manc.edu 
URL. http://www.manc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robin Welch, Reference Librarian; Andrew 
Leonhart, Public Services 
RIE (1987-); CUE (1987-); Thesaurus 
(13th, 1995): Microfiche (1987-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Information 
dissemination; Library services; Paper 
copy reproduction; Analysis of search 
results; Search services for university 
community only; Interlibrary loan 



(280) JOHNSON COUNTY COMMUNITY COLLEGE 
Library 

12345 College Boulevard 
Overland Park, KS 66210 

Phone: 913/469-8500 Fax: 913/469-4417 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Andrea Kempf, Reference; Christine 
Godin, Public Services 
RIE (1966-): Thesaurus (12th. 1990); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer 
General public 

Online search services; Library services 



(281) JOHNSON COUNTY PUBLIC LIBRARY 
P.O. Box 2933 
9875 West 87th Street 
Overland Park. KS 66201-1333 
Phone: 913/495-2400 Fax: 913/495-9104 

E-mail: warrenl@jcl.lib.ks.us 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Lola Warren, Government Documents 
Manager 

RIE (1982-); Thesaurus (13th, 1995); 
Microfiche (1980- GPO collection only); 
Online database 
MF reader/printer; Copier 
General public 

Bibliographic instruction; Information 
dissemination; Online search services; 
Library services; Interlibrary loan 



(282) PITTSBURG STATE UNIVERSITY 
Leonard H. Axe Library 
Cleveland and Joplin Streets 
Pittsburg, KS 66762 

Phone: 31 6/235-4888 Fax: 3 1 6/232-2430 

E-mail: cynthia@mail.pittstate.edu 
URL: http://library.pittstate.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cynthia Pfannenstiel, Special Services 
Librarian 

RIE (1966-); CUE (1981-1983); 
Thesaurus (11th, 1987); Microfiche 
(1973-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier 
University/College faculty and students; 
General public by request 
Bibliographic Instruction; Information 
dissemination; Online search services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



(283) WASHBURN UNIVERSITY OF TOPEKA 
Mabee Library 
1700 College Avenue 
Topeka. KS 66621 

Phone: 91 3/231-1 1 79 Fax: 91 3/357-1 240 

URL: http://lib.wuacc.edu 



Contact: Rachel Vukas, Head of Reference 

Collection: RIE (1975-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction 
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(284) FRIENDS UNIVERSITY 
Edmund Stanley Library 
2100 University 
Wichita, KS 67213 

Phone: 316/292-5521 Fax: 316/264-3445 

E-mail: mburson@friends,edu 
URL: http://www.friends.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Max M, Burson, Assistant Director of 
Public Services; Reference 
Thesaurus (12th, 1990); Microfiche 
(1982-); Online database 
MF reader/printer; Copier; Microcomputer 
University/College faculty and students 
ERIC microfiche via interlibrary loan; ERIC 
training; Bibliographic Instruction; 
Information dissemination; Online search 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 



(285) WICHITA STATE UNIVERSITY 
Library 

Reference Department 
1845 Fairmount 
Wichita, KS 67260-0068 
Phone: 316/689-3591 



Contact: Maralyn Schad, Education Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier 
Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction 
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(286) UNION COLLEGE 
Weeks-Townsend Memorial Library 
310 College Street, Campus Box #21 
Barbourville, KY 40906 

Phone: 606/546-1240 Fax: 606/546-1239 



(289) LINDSEY WILSON COLLEGE 
210 Lindsey Wilson Street 
Columbia, KY 42728 

Phone: 502/384-8102 Fax: 502/384^188 

E-mail: cphanna@aol.com 



Contact: 


Carrie Stephenson, Reference/ 
Public Services 


Collection: 


RIE (1976-); CUE (1982-); Thesaurus 
(12th, 1990); Microfiche (1988-); CD-ROM; 
Online database 


Equipment: 


MF reader; MF reader/printer; Copier; 
Microcomputer 


Audiences: 


University/College community; Area 
residents 


Services: 


Library services; Audiovisual equipment; 
Paper copy reproduction; Search services 
for university community only 



(287) WESTERN KENTUCKY UNIVERSITY LIBRARIES 
One Big Red Way 
Bowling Green, KY 42101-3576 
Phone: 502/745-6124 Fax: 502/745-5943 

E-mail: sallyann.strickler@wku.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Phil Hanna, Reference Librarian 
RIE (1987-); Thesaurus (12th, 1990); 
Microfiche (1980-); CD-ROM; Online 
database 

MF reader; MF reader/printer; 

Computer terminal 

General public by request 

ERIC training; Bibliographic instruction; 

Online search services; Search strategy 

consultation 



(290) U.S. ARMY ARMOR SCHOOL LIBRARY 
Building 2368 
Harris Hall, Room 123 
Attn: ATSB-OPL 
Fort Knox, KY 40121-5200 
Phone: 502/624-6231 Fax: 502/624-3365 

E-mail: hansenw@knox-emh1 .army.mil 



Contact: 


Sally Ann Strickler, Coordinator, 
Reference Services 


Collection: 


RIE (1968-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 


Equipment: 


MF reader; MF reader/printer; 
MF duplicator; Copier 


Audiences: 


General public 


Services: 


Online search services; Library services; 
Paper copy reproduction 



(288) CAMPBELLSVILLE COLLEGE 
Montgomery Library 
200 West College Street 
Campbellsville, KY 42718-2799 
Phone: 502/789-5024 Fax: 502/789-5363 

E-mail: mary.huntsman@tank.rgs.uky.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary T. Huntsman, 

Reference/Bibliographic Instruction 
Librarian 

RIE (1975-1990); CUE (1975-1990); 
Thesaurus (12th, 1990); Microfiche 
(1991-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents; Local/County educators 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judy C. Stephenson, Technical 
Information Specialist 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Military personnel; General public 
with restrictions 

ERIC microfiche via interlibrary loan; 
Online search services; Library services; 
Interlibrary loan 



(291) GEORGETOWN COLLEGE 
Cooke Memorial Library 
Georgetown, KY 40324-1695 
Phone: 502/863-3046 



Collection: 

Equipment: 

Audiences: 



Services: 



Thesaurus (12th, 1990); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/Coltege faculty and students; 
University/College coaches/athtetic 
directors; University/College 
administrators/directors; Local residents 
Bibliographic instruction; Online search 
services 



(292) NORTHERN KENTUCKY UNIVERSITY 
Steely Library 

Highland Heights, KY 41099 

Phone: 606/572-5456 Fax: 606/572-5390 

URL: http://www.nku.edu/~refdept 

Contact: Allen Ellis, Head of Reference; Sharon 

Taylor, Interlibrary Loan 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
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(292) NORTHERN KENTUCKY UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: University/College faculty and students; 
Area residents 

Services: Online search services; Paper copy 

reproduction 

(293) UNIVERSITY OF KENTUCKY 
Education Library 

Government Publications Department 
205 Dickey Hall 
Lexington, KY 40506 

Phone: 606/257-1351 Fax: 606/258-1976 

E-mail: maryvass@ukcc.uky.edu 



(295) MOREHEAD STATE UNIVERSITY (cont.) 

Audiences: General public 

Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Document delivery; 
Interlibrary loan; Search strategy 
consultation 

(296) MURRAY STATE UNIVERSITY 

Harry Lee Waterfield Library 

Box 9 

Murray, KY 42071-0009 

Phone: 502/762-2053 Fax: 502/762-3736 

E-mail: jbrewer@msumusik.mursuky.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Susan Daole, Barbara Randolph 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Bibliographic instruction; Online 
search services; Microfiche duplication; 
tntertibrary loan 



(294) UNIVERSITY OF LOUISVILLE 
Ekstrom Library 
Belknap Campus 
Louisville. KY 40292 

Phone: 502/852-6474 Fax: 502/852-8736 

E-mail: pesageOI @ulkyvm. louisvilte.edu 

URL: http://www.lou isville.edu/groups/library-www 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Phil Sager. Reference; David Horvath. 
Media and Microforms Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th. 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Local residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(295) MOREHEAD STATE UNIVERSITY 
Camden-Carroll Library 
Morehead. KY 40351-1689 
Phone: 606/783-2251 Fax: 606/783-2799 

E-mail: c.nutter@morehead-st.edu 
Gopher: infoserv.morehead-st.edu 



Contact: 

Collection: 



Equipment: 



Carol Nutter, Head, Reference 
RIE (1966-); CUE (1982-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janet Brewer, Online Search Coordinator 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents; General public 
with restrictions 

Online search services; Library services; 
Paper copy reproduction 



(297) BRESCIA COLLEGE LIBRARY 
717 Frederica Street 
Owensboro, KY 42301 

Phone: 502/686-4214 Fax: 502/686-4266 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Kathy Eby 

Microfiche (1979-1990; 1994-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University /College alumni; Teachers/ 
Professors; Secondary school students 
Educational documents abstracts 



(298) PADUCAH COMMUNITY COLLEGE 
Library 

P.O. Box 7380 
Paducah, KY 42002 

Phone: 502/554-9200 x136 Fax: 502/554-6218 
E-mail: kabrad01@ukcc.uky.edu 
Gopher: gopher.uky.edu 
URL: http://www.uky.edu 



Contact: K. Bradshaw 

Collection: RIE (1966-); CUE (1966-) 

Equipment: MF reader 
Audiences: General public 

Services: ERIC training; Library services; Search 

strategy consultation 
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(299) EASTERN KENTUCKY UNIVERSITY 
John Grant Crabbe Library 
Documents Section 
Richmond, KY 40475 

Phone: 606/622-1791 Fax: 606/622-1174 

E-mail: libmarsh@eku.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sharon Marsh, Documents Section Chief 
RIE (1966-); CUE (1969-); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 

Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 



(300) WOODFORD COUNTY TEACHER 
RESOURCE CENTER 
Board of Education 
131 Maple Street 
Versailles, KY 40383 
Phone: 606/873-0908 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jan Lavy 

RIE (1982-1987); CUE (1979-1989); 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Administrators/Directors/Principals; Local 
school district personnel; State education 
agencies; Local education community; 
General public for a fee 
Online search services; Paper copy 
reproduction 



(301) CUMBERLAND COLLEGE 
Hagan Memorial Library 
821 Walnut Street 
Williamsburg, KY 40769-7329 
Phone: 606/539-4329 Fax: 606/539-4317 

E-mail: jwren@cc.cumber.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jan Wren, Library Director 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(302) ASBURY COLLEGE 
Morrison Kenyon Library 
1 Macklem Drive 
Wilmore, KY 40390 

Phone: 606/858-351 1 Fax: 606/858-351 5 x2143 

Contact: Doug Butler, Automation Coordinator 

Collection: RIE (1978-); Thesaurus (12th, 1990); 

CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 
Area faculty and students; 
University/College counselors/social 
workers; University/College librarians; 

Local residents 

Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Online search 
services; Microfiche duplication; 

Interlibrary loan 
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(303) LOUISIANA DEPARTMENT OF EDUCATION 
Office of Vocational Education 
P.O. Box 94064 
Baton Rouge, LA 70804-9064 
Phone: 504/342-3525 Fax: 504/342-7856 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patrick Henry, Research Librarian 
Microfiche (1966-) 

MF reader; MF reader/printer 
General public 
Microfiche duplication 



(304) LOUISIANA STATE UNIVERSITY 
The LSU Libraries 
Library Information Services 
Baton Rouge, LA 70803 

Phone: 504/388-5052 Fax: 504/388-6992 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Smittie Bolner, Head, Library 

Information Services 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 



(305) SOUTHERN UNIVERSITY 
John B. Cade Library 
Southern University 
Baton Rouge, LA 70813 

Phone: 504/771-4990 Fax: 504/771-4113 

E-mail: chucki@subrvm.subr.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Charlotte Henderson, Serials; 

Dr. Sana Alawady, Readers’ Services 
RIE (1981-); CUE (1975-); Thesaurus 
(11th, 1987); Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
tnterlibrary loan 



(306) GRAMBLING STATE UNIVERSITY (cont.) 
Audiences: General public 

Services: Information dissemination; Online search 

services; Library services; Paper copy 
reproduction; Analysis of search results; 
Interlibrary loan 

(307) SOUTHEASTERN LOUISIANA UNIVERSITY 
Linus A. Sims Memorial Library 

SLU 896, Sycamore Street 
Hammond, LA 70402 

Phone: 504/549-3966 Fax: 504/549-3995 

E-mail: lsmith@selu.edu 
Gopher: gopher.selu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Lori Smith, Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1972-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

General public with restrictions 
ERIC training; Online search services; 
Library services; Paper copy reproduction; 
Interlibrary loan 



(308) UNIVERSITY OF SOUTHWESTERN LOUISIANA 
Library 

Serials Department 

302 East St. Mary Boulevard 

Lafayette, LA 70504-2038 

Phone: 318/482-6030 Fax: 318/482-5841 

E-mail: fgh2890@usl.edu 
Gopher: gopher.usl.edu 
URL: http://www.usl.edu/departments/library 



Contact: 



Collection: 



Equipment: 



Audiences: 

Services: 



Frank Hulse, Coordinator, Reference 
Services; Alvin Bethard, Reference 
Support Services 
RIE (1966-); CUE (1970-1992); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public postsecondary age 
Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 



(306) GRAMBLING STATE UNIVERSITY 
A.C. Lewis Memorial Library 
Grambling, LA 71245 

Phone: 318/274-3156 Fax: 318/274-3268 



Contact: Lucy Melvin, Media/Microtext Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer: Computer terminal; 
Microfilm reader/printer 



(309) MCNEESE STATE UNIVERSITY 
Frazar Memorial Library 
Box 91445 

Lake Charles, LA 70609-1445 
Phone: 318/475-5737 

Contact: Kenneth Awagain, Reference Librarian 

Collection: RIE (1 966-); CUE (1 969-); Thesaurus 

(12th, 1990); Microfiche (1966-); Online 
database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
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(309) MCNEESE STATE UNIVERSITY (cont.) 

Audiences: University/College faculty and students; 

Friends of the library; General public 
for a fee 

Services: ERIC publications; Online search services; 

Library services; Paper copy reproduction 

(310) NORTHEAST LOUISIANA UNIVERSITY 
Sandel Library 

Sandel On-Line Automated Reference 
Monroe, LA 71209 

Phone: 318/342-1071 Fax: 318/342-1075 

E-mail: libwilliams@alpha.nlu.edu 
Gopher: gopher.nlu.edu 
URL: http://www.nlu.edu 



(313) UNIVERSITY OF NEW ORLEANS 
Earl K. Long Library 
Lake Front 

New Orleans, LA 70148 

Phone: 504/286-6549 Fax: 504/286-7277 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Gregory Spano, Associate Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; Search 
strategy consultation 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Rebecca DiCarlo, Assistant Director 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Search strategy 
consultation 



(311) NORTHWESTERN STATE UNIVERSITY 
OF LOUISIANA 

Eugene P. Watson Memorial Library 
913 College Avenue 
Natchitoches, LA 71497 

Phone: 318/357-4419 Fax: 318/357-3201 



(314) XAVIER UNIVERSITY OF LOUISIANA 
Library 

7325 Palmetto Street 
New Orleans, LA 70125 

Phone: 504/483-7305 Fax: 504/486-2385 

E-mail: jzhang@mail.xula.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jingping Zhang, Serials/Systems; 

Laura Turner, Head, Public Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1975-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students 
Online search training; Bibliographic 
instruction; Online search services; Library 
services; Interlibrary loan 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Amanda Young, Media/Serials Division; 
Roxie Braxton, Head, Media Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (April 1980- 
July 1985); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State education community; State 
residents 

Online search services; Library services; 
Paper copy reproduction 



(312) UNIVERSITY LIBRARY 
Loyola Library 
Box 198 

6363 St. Charles Avenue 
New Orleans, LA 70118 

Phone: 504/865-3351 Fax: 504/865-3347 



Contact: 

Collection: 



Audiences: 

Services: 



Mark Sutton, Head of Reference Services 
RIE (1968-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1984-); CD-ROM; 
Online database 

General public postsecondary age 
Bibliographic instruction; Online search 
services 



(315) LOUISIANA TECH UNIVERSITY 
Information Services 
Prescott Memorial Library 
Ruston, LA 71272 

Phone: 318/257-2231 Fax: 318/257-2447 

E-mail: miked@vm.cc.latech.edu 
Gopher: gophervm.cc.latech.edu 
URL: http//www.latech.edu/tech/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Michael A. DiCarlo; Information Services 
Librarian 

RIE (1967-); CUE (1983-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public postsecondary age 
Online search services; Library services; 
Paper copy reproduction 
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(316) CENTENARY COLLEGE OF LOUISIANA 
Magale Library 
P.O. Box 41188 
2911 Centenary Boulevard 
Shreveport, LA 71134 

Phone: 318/869-5170 Fax: 318/869-5004 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Bonnie A. Hodges, Reference Librarian 
RIE (1975-); CUE (1979-); Thesaurus 
(10th, 1984); Microfiche (1979-); 

Online database 

MF reader/printer; Copier; Microcomputer; 
Microfilm reader/printer 
General public with restrictions 
Online search services; Library services; 
Paper copy reproduction 



(317) LOUISIANA STATE UNIVERSITY 
IN SHREVEPORT 
Noel Memorial Library 
One University Place 
Shreveport, LA 71115 

Phone: 318/797-5069 Fax: 318/797-5156 

URL: http://prysm.com/'-/1suscba 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Kay Stebbins, Reference Librarian 
RIE (1968-); CUE (1979-); Thesaurus 
(12th, 1990); Microfiche (1982-); 

Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College alumni; State 
education community 
Online search services; Paper copy 
reproduction 



(318) NICHOLLS STATE UNIVERSITY 
Ellender Memorial Library 
P.O. Box 2028 
Highway 1 

Thibodaux, LA 70310 

Phone: 504/448-4646 Fax: 504/448-4925 



Contact: Elizabeth Doolittle, Public Services 

Collection: RIE (1966-1991); CUE (1969-); 

Thesaurus (12th, 1990); Microfiche 
(1966-); Online database 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Audiences: University/College faculty and students; 
State residents 

Services: Online search services; Paper copy 

reproduction; Microfiche duplication 
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(319) INFORMATION EXCHANGE 
Maine State Library 
64 State House Station 
Augusta, ME 04333 

Phone: 207/287-5620 Toll-free: 800/322-8899 

TTY: 207/287-5622 

Fax: 207/287-5624 

E-mail: slecoms@state.me.us 

URL: http://www.state.me.us/msl/iex.htm 



Contact: 

Collection: 

Equipment: 



Audiences: 

Services: 



Edna M. Comstock, Coordinator 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990): Microfiche (1966-); CD-ROM 
MF reader: MF reader/printer: 

MF duplicator: Copier: Microcomputer: 
Computer terminal 
General public 

Training, seminars, workshops: Online 
search services: Library services: 
Microfiche duplication 



(320) MAINE STATE LIBRARY 
State House Station 64 
Augusta, ME 04333 

Phone: 207/287-5600 Fax: 207/287-5624 

URL: http://www.state.me.us/msl/mslhome.htm 



(322) UNIVERSITY OF MAINE 
Raymond H. Fogler Library 
Information Services 
Orono, ME 04469 
Phone: 207/581-1673 
URL: http://libinfo.ume.maine.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Head, Reference Department 
RIE (1967-): CUE (1969-): Thesaurus 
(13th, 1995): Microfiche (1966-): CD-ROM: 
Online database: ERICTOOLS 
MF reader: MF reader/printer: 

MF duplicator: Copier: Microcomputer 
General public 

ERIC microfiche via interlibrary loan: 

Online search training: Library services: 
Paper copy reproduction: Microfiche 
duplication: Interlibrary loan: Referrals 



(323) UNIVERSITY OF SOUTHERN MAINE 
Library 

Online Search Services 

314 Forest Avenue, P.O. Box 9301 

Portland, ME 04104-9301 

Phone: 207/780-4269 Fax: 207/780-4496 

E-mail: brady@maine.bitnet 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Cathryn Wilson, Reference Librarian: 
Reference Services 
RIE (1968-): CUE (1969-): Thesaurus 
(12th, 1990): Microfiche (1966-): 

Online database 

MF reader: MF reader/printer: Copier 
General public 

Online search services: Library services: 
Interlibrary loan 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



James B. Brady 

RIE (1966-): CUE (1969-): Thesaurus 
(11th, 1987): Microfiche (1966-): CD-ROM: 
Online database 

MF reader: MF reader/printer: Copier: 
Microcomputer: Computer terminal 
General public 

Online search services: Library services: 
Paper copy reproduction 



(321) UNIVERSITY OF SOUTHERN MAINE 
Gorham Campus Library 
Gorham, ME 04038 
Phone: 207/780-5344 

Contact: Harris Kennedy, Reference Librarian 

Marilyn McDowell, Serials 

Collection: RIE (1969-): CUE (1969-): Thesaurus 

(12th, 1990): Microfiche (1966-): CD-ROM: 
Online database 

Equipment: MF reader: MF reader/printer: Copier: 
Microcomputer: Computer terminal 
Audiences: General public 
Services: Bibliographic instruction: Online search 

services: Library services: Paper copy 
reproduction: Interlibrary loan: Search 
strategy consultation 



(324) UNIVERSITY OF MAINE AT PRESQUE ISLE 
Library 

181 Main Street 
Presque Isle, ME 04769 

Phone: 207/768-9594 Fax: 207/768-9644 

E-mail: fischer@polaris.umpi.maine.edu 
Gopher: gopher.umpi.maine.edu 
URL: http://www.umpi.maine.edu 

Contact: Virginia Fischer 

Collection: RIE (1966-): CUE (1969-): Thesaurus 

(13th, 1995): Microfiche (1984-): 

Online database 

Equipment: MF reader: MF reader/printer: Copier, 
Microcomputer: Computer terminal 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan: 

Online search training: Bibliographic 
instruction: Curriculum guides: Research: 
Technical assistance: Consultant services: 
Information dissemination: Online search 
services: Library services: Paper copy 
reproduction: Analysis of search results: 
Document delivery: Interlibrary loan: 
Search strategy consultation: Referrals 
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(325) VETERANS ADMINISTRATION MEDICAL 
AND REGIONAL OFFICE CENTER 

Learning Resources Service (142D) 

Route 17 

Togus, ME 04330 

Phone: 207/623-5773 Fax: 207/623-5766 



Collection: 

Equipment: 

Audiences: 

Services: 



Online database 

MF reader/printer; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Document delivery; 
Interlibrary loan 



o 

ERIC 



70 60 



Directory of ERIC Resource Collections 



MARYLAND 



(326) ANNE ARUNDEL COUNTY PUBLIC SCHOOLS 
Professional Library, Media Services 
2644 Riva Road 
Annapolis, MD 21401 

Phone: 410/222-5273 TTY: 410/222-5000 

Fax: 410/222-5605 
Telnet: 199.75.246.4 
E-mail: nlively@umd5.umd.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy J.P. Lively, Librarian; Stephanie 
Menges, Interiibrary Loan 
RIE (1966-); CUE (1970-); Thesaurus 
(13th, 1995); Microfiche (1975-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; ERIC training; 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Analysis of search results; 
Interiibrary loan; Search sen/ices for 
school personnel only; Referrals 



(327) COPPIN STATE COLLEGE 
Parlett L. Moore Library 
2500 West North Avenue 
Baltimore, MD 21216-3698 
Phone: 410/383-5926 
E-mail: rsmith@coe.coppin.umd.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robernette J. Smith, Head, 

Reference Services 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College consortium members; 
Area residents 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction 



(328) ENOCH PRATT FREE LIBRARY 
Maryland State Library Resource Center 
400 Cathedral Street 
Baltimore, MD 21201 

Phone: 410/396-5430 Fax: 410/396-5837 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Anne Model; Loretta Andrews, 
Education Subject Specialist 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); CD-ROM; Online database 
Copier; Computer terminal 
General public 

Online search services; Library services; 
Interiibrary loan 



(329) THE INFORMATION CONSULTANCY 
308 Tunbridge Road 
Baltimore, MD 21212 

Phone: 410/532-7275 Fax: 410/433-8793 

E-mail: 71 250,2433m@compuserve.com 

Contact: Mary W. Park, President 

Collection: Online database 

Equipment: Microcomputer 
Audiences: Education agencies; Other 

Services: Online search services 



(330) JOHNS HOPKINS UNIVERSITY 
Eisenhower Library 
34th and North Charles Streets 
Baltimore, MD 21218 

Phone: 410/338-8335 Fax: 410/338-8596 

E-mail: research@milton.mse.jhu.edu 

URL: http://milton.mse.jhu.edu:8001/milton.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Elizabeth E. Kirk, Resource Services 
Librarian for Education 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students 
ERIC publications; Online search training; 
Bibliographic instruction; Curriculum 
guides; Consultant services; Audiovisual 
equipment; Paper copy reproduction; 
Search services for university community 
only; Interiibrary loan; Search strategy 
consultation; Referrals 



(331) LOYOLA-NOTRE DAME LIBRARY 
200 Winston Avenue 
Baltimore, MD 21212 

Phone: 410/532-8787 Fax: 410/532-6130 

E-mail: ghg@loyota.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Geraldine Hall Gray, Head Reference 
Librarian; Joe Turkos, Acquisitions 
Librarian 

RIE (1967-); CUE (1972-); Thesaurus 
(13th, 1995); Microfiche (1976-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Library services; Paper copy reproduction 



(332) MORGAN STATE UNIVERSITY 
Soper Library 

Cold Spring Lane and Hillen Road 
Baltimore, MD 21239 

Phone: 410/319-3834 Fax: 410/319-3336 



Contact: Microforms Librarian; Thomas Skelding, 

Assistant Reference Librarian 
Collection: RIE (1966-); CUE (1970-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
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(332) MORGAN STATE UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College faculty and students; 

General public with restrictions 
Services: Online search services; Library services; 

Paper copy reproduction 

(333) NATIONAL INFORMATION SERVICES 
CORPORATION 

Suite #6, Wyman Towers 
3100 St. Paul Street 
Baltimore, MD 21218 

Phone: 410/243-0797 Fax: 410/243-0982 

Contact: Angela Myaris, Customer Service 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); ERICTOOLS 
Audiences: Subscribers 
Services: Technical assistance 



(334) UNIVERSITY OF MARYLAND AT BALTIMORE 
Health Sciences Library 
Mediated Search Services 
111 South Greene Street 
Baltimore, MD 21201 

Phone: 410/706-7373 TTY: 410/706-7375 

Fax: 410/706-8403 

E-mail: rims@umabnet.ab.umd.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mediated Search Services Coordinator 
RIE (1975-1995); Thesaurus (13th, 1995); 
Online database 

MF reader; Copier; Microcomputer; 

Computer terminal 

General public with restrictions 

ERIC publications; Online search services; 

Library services; Search strategy 

consultation 



(335) BOWIE STATE UNIVERSITY 
Thurgood Marshall Library 
14000 Jericho Park Road 
Bowie, MD 20715 

Phone: 301/464-7210 Fax: 301/464-7843 



Contact: Elay T. Narayanan, Head, 

Reference Department 

Collection: RIE (1966-); CUE (1969—); Thesaurus 

(11th, 1987); Microfiche (1966-); 

Online database 

Equipment: MF reader/printer; Copier 
Audiences: General public 

Services: ERIC microfiche via interlibrary loan; ERIC 

training; Online search training; 
Bibliographic instruction; Curriculum 
guides; Technical assistance; Online 
search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan 



(336) UNIVERSITY OF MARYLAND— 

BALTIMORE COUNTY 
Albin O. Kuhn Library and Gallery 
5401 Wilkins Avenue 
Catonsville, MD 21222 

Phone: 410/455-2234 Fax: 410/455-1061 

E-mail: brueggemeier@umbc.bitnet 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Caro! Brueggemeier 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(337) UNIVERSITY OF MARYLAND— COLLEGE PARK 
College of Education 
Curriculum Laboratory, Room 0231 
College Park, MD 20742 

Phone: 301/405-3173 Fax: 301/314-9278 

Collection: CUE (1985-); Thesaurus (12th, 1990) 

Equipment: MF reader; Copier 
Audiences: University/College faculty and students; 
Inservice teachers 

Services: Curriculum guides; Audiovisual equipment; 

Paper copy reproduction; Search strategy 
consultation; Referrals 



(338) UNIVERSITY OF MARYLAND— COLLEGE PARK 

McKeldin Library 

College Park, MD 20742-7011 

Phone: 301/405-9075 Fax: 301/314-9416 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Martha Hooker, Reference Librarian; 

Paula Hayes, Head, McKeldin Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator 

University/College faculty and students; 
General public with restrictions 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(339) MOUNT ST. MARY’S COLLEGE 
Hugh J, Phillips Library 
Emmitsburg, MD 21727 

Phone: 301/447-5244 Fax: 301/447-5099 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference 

Thesaurus (12th, 1990); Microfiche 
(1981-); CD-ROM; Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 
Library services 
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<340) BENEFICIAL-HODSON LIBRARY AND 
INFORMATION TECHNOLOGY CENTER 
Hood College 
401 Rosemont Avenue 
Frederick, MD 21701 

Phone: 301/696-3915 Fax: 301/696-3796 

Gopher: merlin. hood.edu:9999 

URL: http://www.hood.edu/library.libhome.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nicole Martin, Coordinator of 
Reference Services 

RIE (current 10 years); CUE (current 10 
years); Microfiche (1981-); Online 
database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Library services 



(341) ERIC PROCESSING AND REFERENCE FACILITY 
Computer Sciences Corporation 
1100 West Street, Second Floor 
Laurel. MD 20707-3598 

Phone: 301/497-4080 Toll-free: 800/799-ERIC 

Fax: 301/953-0263 
E-mail: ericfac@inet.ed.gov 
URL: http://ericfac.piccard.csc.com 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1965-); CD-ROM; 
Online database; ERICTOOLS 
MF reader/printer; Copier; Microcomputer 
General public 

ERIC publications; Technical assistance; 
Information dissemination; Educational 
documents index; Educational documents 
abstracts; Referrals 



(342) UNIVERSITY OF MARYLAND— EASTERN SHORE 
Frederick Douglass Library 
Princess Anne, MD 21853 
Phone: 410/651-^621 Fax: 410/651-^269 

E-mail: jsmith@umes.umd.edu 

Contact: Martha Zimmerman, Seriais/Documents 

Librarian 

Collection: RIE (1973-); CUE (1978-); Thesaurus 

(11th, 1987); Microfiche (1970-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/phnter; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 
Services: Meetings, conferences; Online search 

training; Bibliographic instruction; 
Curriculum guides; Information 
dissemination; Audiovisual equipment; 
Analysis of search results; Document 
delivery; Interlibrary loan; Search strategy 
consultation; Referrals 



(343) ACCESS ERIC 
1600 Research Boulevard, 5F 
Rockville, MD 20850-3172 

Phone: 301/251-5789 Toll-free: 800/LET-ERIC 

Fax: 301/309-2084 
E-mail: acceric@inet.ed.gov 
Gopher: aspensys.com, select Education and 
Training Division 

URL: http://www.aspensys.com/eric 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Information Specialist 

RIE (1992-); CUE (1992-); Thesaurus 

(13th, 1995); CD-ROM; ERICTOOLS 

Copier; Microcomputer 

General public 

ERIC publications; ERIC training; 
Technical assistance; Information 
dissemination; Analysis of search results; 
Referrals 



(344) MONTGOMERY COUNTY PUBLIC SCHOOLS 
Professional Library 
850 Hungerford Drive 
Rockville, MD 20850 

Phone: 30 1 Z279-3227 Fax: 301 /279-3072 

E-mail: kdowling@umds.umd.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karen Dowling, Curriculum Librarian 
CUE (1984-); Thesaurus (13th, 1995); 
Microfiche (1975-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
Local education community; Local school 
district personnel; General public with 
restrictions 

Bibliographic instruction; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
services for school personnel only 



(345) SALISBURY STATE UNIVERSITY 
Blackwell Library 
1101 Camden Avenue 
Salisbury, MD 21801-6860 
Phone: 410/543-6130 Fax: 410/543-6203 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kathryn Kalmanson, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1 966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Teachers/Professors; Local residents; 

Local public school personnel; 

Local/County educators 
ERIC publications; ERIC training; Online 
search services; Library services; Paper 
copy reproduction; Interlibrary loan; Search 
strategy consultation 
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(346) TOWSON STATE UNIVERSITY 
Cook Library 
8000 York Road 
Towson, MD 21204 

Phone: 410/830-2462 Fax: 410/830-3829 

URL: http://www.towson.edu 



Contact: 



Collection: 

Equipment: 

Audiences: 

Services: 



Jeanette McVeigh, Head, Reference; 
Stephanie Shauck, Head, Curriculum 
Resource Center 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); CD-ROM; Online database 
MF reader; MF reader/printer; Copier 
General public 

Online search services; Paper copy 
reproduction; Microfiche duplication; 
Search services for university community 
only 



(347) WESTERN MARYLAND COLLEGE 
Hoover Library 

Westminster, MD 21157-4390 

Phone: 410/857-2281 Fax: 410/857-2748 



Contact: Carol Quinn, Coordinator of 

Reference, Government Documents and 
Interiibrary Loan 

Collection: RIE (1967-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1970-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer 
Audiences: General public 
Services: ERIC microfiche via interiibrary loan; 

Bibliographic instruction; Library services; 
Paper copy reproduction; Search services 
for university community only 
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(348) UNIVERSITY OF MASSACHUSETTS 
W.E.B. DuBois Library 
Amherst, MA 01003 

Phone: 41 3/545-01 50 Fax: 41 3/545-6873 

E-mail: lori.mestre@library.umass.edu 
Telnet: umlibr.libr.umass.edu 
URL: http://www.Iibrary.umass.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Lori Mestre, Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

ERIC training; Online search training; 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation; ERIC 
videotape 



(349) NETWORK, INC. 

300 Brickstone Square #900 
Andover, MA 01810-1430 
Phone: 508/470-1080 



Contact: Ruth Anne Shepard 

Audiences: General public with restrictions 

(350) BOSTON PUBLIC LIBRARY 
Microtext Department 
P.O. Box 286 
666 Boylston Street 
Boston, MA 02117 
Phone: 617/536-5400 x208 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Henry Scan ne II, Reference Librarian; 

Microtext Department 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(351) BOSTON UNIVERSITY 
Mugar Library, Microforms 
771 Commonwealth Avenue 
Boston, MA 02215 
Phone: 617/353-3717 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Department 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer 

General public 

Paper copy reproduction; Microfiche 
duplication 



(352) NORTHEASTERN UNIVERSITY 
Snell Library 
360 Huntington Avenue 
Boston, MA 02115 

Phone: 617/373-2356 TTY: 617/373-3395 

Fax: 617/373-5409 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Roxanne Palmatier 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC training; Online search training; 
Bibliographic instruction; Consultant 
services; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Microfiche blowback; 
Document delivery; Interlibrary loan; 

Search strategy consultation; Referrals 



(353) UNIVERSITY OF MASSACHUSETTS— BOSTON 
Healey Library 
Harbor Campus 
Boston, MA 02125 

Phone: 617/287-5940 Fax: 617/287-5950 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Margaret Adlum, Education/Reference 
Librarian 

RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; Bibliographic 
instruction; Technical assistance; Search 
strategy consultation 



(354) WHEELOCK COLLEGE 
Library 
132 RivenA/ay 
Boston, MA 02215 
Phone: 617/734-5200 



Contact: Sue Kaler, Reference Services Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader/printer; Microcomputer 
Audiences: University/College faculty and students; 

Administrators/Directors/Principals; 

Students; University/College alumni 
Services: ERIC publications; Bibliographic 

instruction; Library services; Search 
strategy consultation 
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(355) BRIDGEWATER STATE COLLEGE 
Clement C. Maxwell Library 
Shaw Road 

Bridgewater, MA 02325 
Phone: 508/697-1304 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Ratna Chandrasekhar, Reference Librarian 
RIE (1966-1992); CUE (1969-); 

Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Publication 
production/dissemination; Topical 
packages; Paper copy reproduction; 
Microfiche duplication; Analysis of search 
results; Referrals 



(356) HARVARD UNIVERSITY 
Graduate School of Education 
Monroe C. Gutman Library 
6 Appian Way 
Cambridge, MA 02138 

Phone: 617/495-3421 Fax: 617/495-0540 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Reference Department 

RIE (1966-); CUE (1967-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Computer terminal 

University/College faculty and students; 

Administrators/Directors/Principals; 

Education agencies; General public with 

restrictions; School districts; 

Teachers/Professors 

Online search services; Library services; 

Paper copy reproduction 



(358) MERRIMACK EDUCATION CENTER 
101 Mill Road 
Chelmsford, MA 01824 

Phone: 508/256-3985 Fax: 508/256-6890 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jean Sanders 

RIE (current year); CUE (current year); 
Thesaurus (10th, 1984); Microfiche 
(1966-1980); Online database 
MF reader; Microcomputer; Computer 
terminal 

Administrators/Directors/Principals; 
Teachers/Professors; State boards of 
education; State education agencies; 
Researchers 
Online search services 



(359) BOSTON COLLEGE 
Thomas P. O’Neill, Jr, Library 
Chesnut Hill, MA 02167 

Phone: 617/552-4472 TTY: 617/552-8616 

Fax: 617/552-8828 

E-mail: menta@hermes.bc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Alberto Hernandez, Reference/Education 
Bibliographer; Barbara Mento, Government 
Documents 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
University/College administrators/ 
directors; University/College faculty and 
students; Area residents; Library 
consortium members 
ERIC publications; Information 
dissemination; Online search services; 
Library services; Paper copy reproduction; 
Microfiche blowback; Search services for 
university community only; Interlibrary loan; 
Search strategy consultation 



(357) LESLEY COLLEGE 
Ludcke Library 
30 Mellen Street 
Cambridge, MA 02138-2790 
Phone: 617/349-8850 



(360) FITCHBURG STATE COLLEGE 
Library 

Fitchburg, MA 01420 

Phone: 508/665-3067 Fax: 508/665-3069 

E-mail: jouellette@fsc.edu 



Contact: 


Constance Vrattos, Head of 
Public Services 


Collection: 


RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1976-); CD-ROM; 
Online database 


Equipment: 


MF reader; MF reader/printer; Copier; 
Microcomputer 


Audiences: 


General public 


Services: 


Online search services; Library services; 
Paper copy reproduction 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janice Ouellette 

Thesaurus (11th, 1987); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Computer terminal 
General public 

Online search services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 
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(361) FRAMINGHAM STATE COLLEGE 
Henry Whittemore Library 
100 State Street 
Framingham, MA 01701 

Phone: 508/626^654 Fax: 508/626^653 

E-mail: jonh@frcmass.edu 



(364) TUFTS UNIVERSITY 
Tisch Library 
Medford, MA 02155 

Phone: 617/381-3460 Fax: 617/381-3002 

E-mail: jwalsh@library.tufts.edu 
URL: http://library.tufts.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jonathan F. Husband, Reader Services; 
Ronnie Klein, Marion Slack, Reference 
RIE (1966-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public by request 
Library services; Paper copy reproduction 



(362) NORTHERN ESSEX COMMUNITY COLLEGE 
Bentley Library 
Elliott Way 

Havenhill, MA 01830 

Phone: 508/374-5810 Fax: 508/374-3738 

E-mail: gstuart@mecn.mass.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gail Stuart, Assistant Librarian; 
Reference Librarian 
RIE (1980-); CUE (1969-); Thesaurus 
(13th, 1995) 

Microcomputer; Computer terminal 
General public 

Online search services; Library 
services; Search services for university 
community only 



(363) UNIVERSITY OF MASSACHUSETTS— LOWELL 
O’Leary Library 
Wilder Street 
Lowell, MA 01854 

Phone: 508/934-^554 TTY: 508/934^554 

Fax: 508/934-3015 
E-mail: jones@libvax.uml.edu 
URL: http://libvax.uml.edu 

Contact: Helen Jones, Head, Public Services; 

Ronald Karr, Reference Librarian 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 

Area residents 

Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Jim Walsh, Head, Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1971-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
University/College alumni; Area residents 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Bibliographic Instruction 



(365) NORTH ADAMS STATE COLLEGE 
Freel Library 
Church Street 
P.O. Box 9250 
North Adams, MA 01247 

Phone: 413/662-5325 x325 Fax; 413/662-5286 
E-mail: lkaufman@nasc.mass.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Linda M. Kaufmann, Public Services 
Librarian 

RIE (1966-); Thesaurus (13th, 1995); 
Microfiche (1969-1984; 1985-1992; 
1993-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
General public with restrictions; 
University/College administrators/directors; 
Personnel administrators; University/ 
College librarians; Media; Residents 
ERIC training; Bibliographic instruction; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan; Search strategy consultation 



(366) UNIVERSITY OF MASSACHUSETTS— 
DARTMOUTH 

Library Communications Center 

Old Westport Road 

North Dartmouth, MA 02747 

Phone: 508/999-8678 Fax: 508/996-9759 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Jane Booth, Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1978-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

Microcomputer 

General public 

Bibliographic instruction; Information 
dissemination; Library services; Interlibrary 
loan; Search strategy consultation 
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(367) SALEM STATE COLLEGE 
Library 

Loring Avenue and Lafayette Street 
Salem, MA 01970 

Phone: 508/741-6230 Fax: 508/744-6596 

Gopher: moble.mass.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Camilla Glynn, Assistant Director for Public 
Services; Susan Sturgeon, Serials 
RIE (1965-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1965-); 

Online database 

MF reader; MF reader/printer; Copier 
General public 

Online search services; Paper copy 
reproduction; Interlibrary loan 



(368) SPRINGFIELD COLLEGE 
Babson Library 
Alden Street 
Springfield, MA 01109 

Phone: 413/748-3315 Fax: 413/748-3631 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robert Kudlay, Mary Jane Sobinski-Smith, 
Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier 

University /Co liege faculty and students; 

Educators 

Online search services; Paper copy 
reproduction; Microfiche duplication 



(369) WESTFIELD STATE COLLEGE 
Library 

Westfield, MA 01086 

Phone: 413/572-5234 Fax: 413/572-5520 

E-mail; askus@foma.wsc.mass.edu 
URL: http://www.wsc.mass.edu 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1977-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC microfiche via interlibrary loan; ERIC 
publications; Online search training; 
Bibliographic instruction; Research; Online 
search services; Paper copy reproduction; 
Microfiche duplication; Search services for 
university community only; Interlibrary loan; 
Search strategy consultation 
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(370) SIENA HEIGHTS COLLEGE LIBRARY 
1247 East Siena Heights Drive 
Adrian, Ml 49221 

Phone: 517/263-0731 x242 Fax: 517/265-6457 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1979-); CUE (1969-1974; 1980-); 
Thesaurus (12th, 1990); Online database 
MF reader/printer; Copier 
University/College faculty and students; 
General public for a fee 
Bibliographic instruction; Library services; 
Interlibrary loan 



(371) GRAND VALLEY STATE UNIVERSITY 
Library 

Allendale, Ml 49401 

Phone: 616/895-3500 Fax: 616/895-3504 

URL: http://www.gvsu.edu/library/lib_hmpg.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Rita K. Vandermeer, Educational 
Resources Librarian 
Thesaurus (13th, 1995); Microfiche 
(1972-); CD-ROM 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
University/College faculty and students; 
Local education community 
Bibliographic instruction; Library services; 
Paper copy reproduction; Microfiche 
blowback 



(372) UNIVERSITY OF MICHIGAN 
Graduate Library 
Reference Department 
Ann Arbor, Ml 48109 
Phone: 313/764-1148 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Judith C. Avery 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer 

University/College faculty and students; 

Researchers; University/College 

administrators/directors 

Online search services; Library services; 

Paper copy reproduction 



(373) ANDREWS UNIVERSITY 
James White Library 
Berrien Springs, Ml 49104 
Phone: 616/471-3283 Fax: 616/471-6166 

E-mail: helmsc@andrews.edu 
Telnet: library.libr.andrews.edu 
URL: http://www.andrews.edu/llbrary/ 

Contact: Cynthia Helms, Head Reference Librarian; 

Jess Oliver, ERIC Documents Collection 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 



(373) ANDREWS UNIVERSITY (cont.) 

Audiences: University/College faculty and students; 
Area residents 

Services: Online search services; Library services; 

Paper copy reproduction 

(374) FERRIS STATE UNIVERSITY 
Abigail S. Timme Library 

1201 South State Street 

Big Rapids, Ml 49307-2747 

Phone: 616/592-3602 Fax: 616/592-2662 

E-mail: breitena@lib01.ferris.edu 

URL: http://consider.ferris.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ann Breitenwischer, Education Liaison 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1974-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 

Analysis of search results; tnterlibrary loan; 
Search strategy consultation 



(375) MACOMB INTERMEDIATE SCHOOL DISTRICT 
Beal Library 
44001 Garfield Road 
Clinton Township, Ml 48038-1100 
Phone: 810/228-3400 Fax: 810/286-1532 

E-mail; dick.palmer@moa.net 
URL: http://www.macomb.k12.mi.us/ 



Collection: 



Equipment: 



Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1969-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

Education agencies; School districts; 
Local/County educators; Librarians 
ERIC publications; Meetings, conferences; 
Outreach education services; Training, 
seminars, workshops; Online search 
training; Curriculum guides; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Interlibrary loan 



(376) UNIVERSITY OF MICHIGAN— DEARBORN 
Library 

4901 Evergreen Road 
Dearborn, Ml 48128 

Phone: 313/593-5400 Fax: 313/593-5561 

URL: http://www.umd.umich.edu 

Contact: Sally Weston; Reference Librarian 

Collection: RIE (1975-); CUE (1979-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer 
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(376) UNIVERSITY OF MICHIGAN— DEARBORN (cont) 
Audiences: General public 

Services: ERIC publications; Online search services; 

Library services 



(377) WAYNE STATE UNIVERSITY 
Purdy/Kresge Library 
Detroit, Ml 48202-3939 

Phone; 313/577-5596 Fax: 313/577-4172 

E-mail: docpur@cms.cc.wayne.edu/ 

URL: http://www.libraries.wayne.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Paul Beavers, Assistant Director; Duryea 
Callaway, Research Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Computer 
terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Document delivery; Search 
strategy consultation 



(378) MICHIGAN STATE UNIVERSITY 
Social Science/Humanities Reference Library 
East Lansing, Ml 48824 

Phone: 517/353-8818 Fax: 517/432-1445 

E-mail: 20676kac@msu.edu 
URL: http://www.llb.msu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Katherine Corby, Education Bibliographer 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Microcomputer; 

Computer terminal 
University/College faculty and 
students; Residents 
Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication 



(379) MOTT COMMUNITY COLLEGE 
1401 East Court 
Flint, Ml 48503 

Phone: 313/762-0411 Fax: 313/762-0407 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gail Graham, Supervisor of Public 
Services 

Thesaurus (13th, 1995); Microfiche 
(1983-); CD-ROM 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Information 
dissemination; Library services; Paper 
copy reproduction; Interlibrary loan; Search 
services for school personnel only 



(380) UNIVERSITY OF MICHIGAN— FLINT 
Reference Department 
Frances Willson Thompson Library 
Harrison and Kearsley Streets 
Flint, Ml 48502-2186 

Phone: 31 3/762-3408 Fax: 31 3/762-31 33 

E-mail: burns_g@lib.flint.umich.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Terry Swier, Education Subject Librarian 
RIE (1968-); CUE (1975-); Thesaurus 
(12th, 1990); Microfiche (1972-); 

Online database 

MF reader; MF reader/printer; Copier 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction 



(381) FREMONT PUBLIC LIBRARY 
104 East Main Street 
Fremont, Ml 49412 

Phone: 616/924-3480 Fax: 616/924-2355 

E-mail: fmt@lakeland.lib.mi.us 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Online database 
MF reader/printer; Copier; Microcomputer; 
Computer terminal; Microfilm reader/printer 
General public for a fee 
ERIC microfiche via interlibrary loan; 
Library services; Interlibrary loan 



(382) CALVIN COLLEGE AND CALVIN 
THEOLOGICAL SEMINARY 
Hekman Library 
3207 Burton, SE 
Grand Rapids, Ml 49546-4301 
Phone: 61 6/957-7197 Fax: 616/957-6470 

E-mail: cbult@calvin.edu 
URL: http://www.calvin.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Conrad Bult, Reference Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1967-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Paper copy reproduction; Interlibrary loan 



(383) CORNERSTONE COLLEGE 
Miller Library 
1001 East Beltline, NE 
Grand Rapids, Ml 49505 

Phone: 616/285-9451 Fax: 616/949-1883 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



J. Ray Doerksen, Associate Director 
Thesaurus (12th, 1990); Microfiche 
(1984-); CD-ROM 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Library services; 
Paper copy reproduction; Interlibrary loan 
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(384) HOPE COLLEGE 
Van Wylen Library 
P.O. Box 9012 
Holland. Ml 49422-9012 

Phone: 616/395-7790 Fax: 616/395-7965 

URL: http://www.hope.edu/resources/lib/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Kelly Jacobsma, Carol Juth 
RIE (1975-1981); CUE (1969-1981); 
Thesaurus (13th, 1995); Microfiche 
(1988-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 



(385) REGIONAL EDUCATIONAL MEDIA CENTER 7 
13565 Port Sheldon Road 
Holland. Ml 49424 

Phone: 616/399-6940 Fax: 616/399-8263 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Cindy Kleinheksel 

Thesaurus (12th. 1990); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Administrators/Directors/Principals; 
Teachers/Professors; Elementary school 
students; Secondary school students; 
Elementary school librarians; Secondary 
school librarians; School districts 
Consultant services; Library services; 
Audiovisual equipment; Interlibrary loan; 
Search strategy consultation 



(386) WESTERN MICHIGAN UNIVERSITY 
Education Library 
3300 Sangren Hall 
Kalamazoo, Ml 49008-5196 
Phone: 616/387-5223 Fax: 616/387-5231 

URL: http://www.wmich.edu/library/ed.lib/index.html 

Contact: Dennis Strasser, Head, Education Library 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 
database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
Audiences: General public for a fee 
Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication 



(387) LIBRARY OF MICHIGAN 
Public Services 
P.O. Box 30007 
717 West Allegan 
Lansing, Ml 48909 

Phone: 517/373-1300 TTY: 517/373-8937 

Fax: 800/292-2431 
E-mail: lmrefdsk@libofmich.lib.mi.us 
Gopher: libofmich.lib.mi.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



llene R. Schechter, Reference Services 

Supervisor; Interlibrary Loan 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
General public 

Online search services; Library services; 
Microfiche duplication; Interlibrary loan 



(388) NORTHERN MICHIGAN UNIVERSITY 
Olson Library 
1401 Presque Isle 
Marquette, Ml 49855 

Phone: 906/227-2294 Fax: 906/227-1333 

Gopher: vm.nmu.edu 
URL: http://www.nmu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Darlene Pierce, Head of Public Services; 
Reference Librarians 
RIE (1966-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Local education community 
Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 



(389) CENTRAL MICHIGAN UNIVERSITY 
Park Library 

Mount Pleasant, Ml 48859 

Phone: 517/774-3244 TTY: 517/774-3470 

Fax: 517/774-2179 

E-mail: susan.miles@cmich.edu 

Gopher, gopher.cmich.edu 

URL: http://www.cmich.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Miles, David GInsburg, 

Pamela Grudzien 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 
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(390) OLIVET COLLEGE LIBRARY 
Olivet. Ml 49076 

Phone: 616/749-7608 Fax: 616/749-7121 

URL: http://www.ol.vetnet.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Jo Blackport. Reference Librarian 
RIE (1982-1990); CUE (1979-1990); 
Thesaurus (12th, 1990); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services 



(391) ST. CLAIR COUNTY INTERMEDIATE 
SCHOOL DISTRICT 
Box 5001 
499 Range Road 
Port Huron, Ml 48061-5001 
Phone: 313/364-8990 x266 Fax: 313/364-7474 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Carl Arko, General Education Specialist 
RIE (1978-); CUE (1981-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
School districts 

Online search services; Paper copy 
reproduction 



(392) OAKLAND UNIVERSITY 
Kresge Library 
Reference Department 
Walton Boulevard at Squirrel Road 
Rochester, Ml 48309-4401 
Phone: 313/370-2471 Fax: 313/370-2458 

E-mail: david@vela.acs.oakland.edu 
Gopher: oakland.k12.mi.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Indra David, Associate Dean; 

Linda Hildebrand 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction 



(393) SAGINAW VALLEY STATE UNIVERSITY 
Melvin J. Zahanow Library 
7400 Bay Road 
University Center, Ml 48710 
Phone: 517/790-4240 TTY: 517/790-5632 

Fax: 517/790-4383 



(393) SAGINAW VALLEY STATE UNIVERSITY (cont.) 

Audiences: University/College faculty and students; 

University/Co liege administrators/directors; 
General public by request 

Services: Bibliographic instruction; Online search 

services; Analysis of search results; 
Interlibrary loan; Search strategy 
consultation 



(394) OAKLAND SCHOOLS 
Library Services 
2100 Pontiac Lake Road 
Waterford, Ml 48328 

Phone: 810/858-1962 Fax: 810/858-1881 

E-mail: robert.kramp@oakland.k12.mi.us 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Robert S. Kramp, Information Consultant 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader/printer; MF duplicator; Copier; 
Computer terminal; Microfilm reader/printer 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Document delivery; Interlibrary 
loan 



(395) WAYNE COUNTY REGIONAL EDUCATIONAL 
SERVICE AGENCY 
33500 Van Born Road 
Wayne, Ml 48184 
Phone: 313/467-1440 
E-mail: facerri@wcresa.k1 2. mi.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Federico U. Acerri; Elaine Baranko 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 

Local education agencies; State 

education community 

Online search services; Library services; 

Paper copy reproduction; Microfiche 

duplication 



(396) ADJUNCT ERIC CLEARINGHOUSE ON 
CONSUMER EDUCATION 
National Institute for Consumer Education 
207 Rackham Building 
Eastern Michigan University 
Ypsilanti, Ml 48197-2237 

Phone: 313/487-2292 Fax: 313/487-7153 

E-mail: nice@emu.vax.emich.edu 

URL: http://www.emich.edu/public/coe/nice/nice.html 



Contact: Anita Dey, Head of Reference Services 

Collection: RIE (1967-); CUE (1970-); Microfiche 

(1980); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 



Contact: Rosella Bannister 

Audiences: General public 

Services: Curriculum guides; Consultant services; 

Information dissemination; Library services; 
Topical packages; Referrals 
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(397) EASTERN MICHIGAN UNIVERSITY 

University Library 
YpsilantI, Ml 48197 

Phone: 313/487-2142 Fax: 313/487-8861 

URL: http://www.emlch.edu 

Contact: Keith Stanger, Access Services; 

Sandra Yee, Department Head 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 
Services: Online search training; Bibliographic 

instruction; Online search services; Library 
services; Paper copy reproduction; Search 
strategy consultation 
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(398) BEMIOJI STATE UNIVERSITY 

A.C. Clark Library 
1500 Blrchrtiont Drive, NE 
Bemidji, MN 56601-2699 
Phone: 218/755-3342 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gwendolyn Salner, Reference; 

William Shaman, Instructional Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-) 

MF reader; MF reader/printer 
General public 

Bibliographic instruction; Library services; 
Paper copy reproduction; Interlibrary loan 



(399) COLLEGE OF ST. SCHOLASTICA 
Library 

1200 Kenwood Avenue 
Duluth, MN 55811 
Phone: 218/723-6140 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Rachel Applegate, Marie Kelsey, 

Kevin McGrew 

RIE (1968-); CUE (1976-); Thesaurus 
(11th, 1987); Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
University/College consortium members 
Library services; Search services for 
university community only 



(400) INTERNATIONAL RESEARCH AND EVALUATION 
Information and Technology Transfer Database 
21098 IRE Control Center 
Eagan, MN 55121-0098 

Phone: 612/888-9635 Fax: 612/888-9124 

E-mail: research@ire.ittd.com 
URL: http://www.IRE-ITTN.com 



Contact: George Franklin, Project Director 

Collection: RIE (1967-); CUE (1980-); Thesaurus 

(11th, 1987); Microfiche (1968- 
IRE-relevant ERIC subset) 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
Audiences: International members; University/College 
faculty and students; Area business 
personnel; Other government personnel; 
Area residents 

Services: ERIC publications; Information 

dissemination; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication; Analysis of search 
results; Document delivery; Search 
strategy consultation 



(401) MANKATO STATE UNIVERSITY 
Memorial Library 
MSU 19 
P.O. Box 8419 
Mankato, MN 56002-8419 
Phone: 507/389-5958 Fax: 507/389-5155 

E-mail: baures@msus1.msus.edu 
URL: http://www.lib.mankato.msus.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Lisa Baures, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); 

Online database 

MF reader/printer; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services 



(402) MINNEAPOLIS PUBLIC SCHOOLS 
Professional Library/PIC 
807 Northeast Broadway 
Minneapolis, MN 55413 

Phone: 612/627-3082 Fax: 612/627-2164 



Collection: 

Equipment: 

Audiences: 



Services: 



Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Educators; Graduate students; Local 
school district personnel; General public 
by request 

Information dissemination; Online search 
services; Library services; Topical 
packages; Document delivery; Search 
strategy consultation 



(403) UNIVERSITY OF MINNESOTA 
Walter Library Database Service 
1 1 7 Pleasant Street, SE 
Minneapolis, MN 55455 
Phone: 612/376-4100 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Patricia Stark, Database Coordinator and 
Search Analyst 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(404) MOORHEAD STATE UNIVERSITY 
Library/Reference Department 
Moorhead, MN 56563 

Phone: 218/236-2345 Fax: 218/299-5924 



Contact: Periodicals Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); Online 
database 





74 



Directory of ERIC Resource Collections 



MINNESOTA 



(404) MOORHEAD STATE UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction 



(405) ROCHESTER COMMUNITY COLLEGE 
Goddard Library 
851-30th Avenue, SE 
Rochester, MN 55904-4999 
Phone: 507/285-7233 Fax: 507/285-7496 

Gopher: gopher.roch.edu 
URL: http://www.roch.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sharon Wieners, Periodicals Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1991-); 

Online database 

MF reader; MF reader/printer; Copier 
General public 

ERIC training; Online search training; 
Bibliographic instruction; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan 



(406) ST. CLOUD STATE UNIVERSITY 
Learning Resources Services 
St. Cloud, MN 56301 
Phone: 612/255-4996 
E-mail: kewing@tigger.stcloud.msus.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Keith Ewing, Reference and 

Electronic Information 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Interllbrary loan 



(407) ADJUNCT ERIC CLEARINGHOUSE ON 
SERVICE LEARNING 
University of Minnesota 

College of Education and Human Development 
1954 Bufford Avenue, Room R-290 VoTech Building 
St. Paul, MN 55108 

Phone: 612/625-6276 Toll-free: 800/808-SERV 

Fax: 612/625-6277 

E-mail: serv@maroon.tc.umn.edu 

Gopher: gopher.nicsl.coled.umn.edu 

URL: http://www.nicsl.coled.umn.edu 



Collection: 

Equipment: 

Audiences: 

Services: 



CD-ROM 

Copier; Microcomputer 
General public 
Information dissemination 



(408) BETHEL COLLEGE 
Learning Resource Center 
3900 Bethel Drive 
St. Paul, MN 55112 
Phone: 612/638-6224 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Carol Hansen, Reference Librarian 

RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1990-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

Microcomputer 

University/College faculty and students; 
University/College community; Area 
residents 

Online search training; Bibliographic 
instruction; Interlibrary loan 



(409) MINNESOTA STATE DEPARTMENT OF 
EDUCATION 

Interagency Research Information Center 
501 Capitol Square Building 
550 Cedar Street 
St. Paul, MN 55101 
Phone: 612/296-6684 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services 



(410) UNIVERSITY OF ST. THOMAS 
O’Shaughnessy-Frey Library Center 
Box 5004, 2115 Summit Avenue 
St. Paul, MN 55105 

Phone: 6 1 2/692-500 1 Fax: 6 1 2/692-5406 

E-mail: embelisle@stthomas.edu 

URL: http://wNww.stthomas.edu/www/library_http/ 

Contact: Earl Belisle 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1972-); CD-ROM 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students 

Services: Paper copy reproduction; Search services 

for university community only; Search 
strategy consultation; Educational 
documents index; Educational documents 
abstracts 
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(411) WINONA STATE UNIVERSITY 
Maxwell Library 
Sanborn and Johnson Streets 
Winona, MN 55987 

Phone: 507/457-5150 Fax: 507/457-5486 

E-mail: wnmcgyver@vax2.winona.msus.edu 
URL: http://www.winona.msus.edu/services-f/library-f/ 
libhome.htm 

Contact: Kathryn Sullivan, Periodicals Librarian 

Collection: RIE (1966-); CUE (1971-); Thesaurus 

(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 
State education community; State 
residents 

Services: Online search services; Library sen/ices; 

Paper copy reproduction 
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(412) DELTA STATE UNIVERSITY 
W.B. Roberts Library 
Cleveland. MS 38733 

Phone: 601/846-4440 Fax: 601/846-4443 

E-mail: jphillips@merlin.deltast.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Joyce Phillips, Serials/Microforms Librarian 
RIE (1967-); CUE (1970-); Thesaurus 
(10th, 1984); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Computer 
terminal 

University/College faculty and students; 
State residents; State education 
community; General public for a fee 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(413) MISSISSIPPI COLLEGE 
Library 

P.O. Box 127 
College Street 
Clinton, MS 39060 

Phone: 601/925-3232 Fax: 601/925-3435 

E-mail: library@mc.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Rachel Smith, Associate Director; Ann 
Weill 

RIE (1979-); CUE (1977-); Thesaurus 
(12th, 1990); Microfiche (1981-); CD-ROM; 
Online database 

MF reader/printer; Microcomputer 
University /Co liege faculty and students 
Online search training; Bibliographic 
instruction; Online search services; Paper 
copy reproduction; Interlibrary loan 



(414) MISSISSIPPI UNIVERSITY FOR WOMEN 

J.C. Fant Memorial Library 
P.O. Box W-1625 
Columbus, MS 39701 

Phone: 601/329-7332 Fax: 601/329-7348 

E-mail: fdavison@sunmuw1.muw.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Patricia Matthes, Mary Helen Waggoner 
RIE (1966-); CUE (1970-); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



(415) UNIVERSITY OF SOUTHERN MISSISSIPPI 
Cook Memorial Library 
Southern Station, Box 5053 
Hattiesburg, MS 39401 

Phone: 601/266-4241 Fax: 601/266-4410 



Contact: Sherry Laughlln, Head of Reference; 

Eleanor Robin, Microforms 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 



(415) UNIVERSITY OF SOUTHERN MISSISSIPPI (cont.) 

Equipment: MF reader; MF reader/printer 
Audiences: University/College faculty and students 
Services: Paper copy reproduction , 

(416) MISSISSIPPI VALLEY STATE UNIVERSITY 
James Herbert White Library 

ttta Bena, MS 38941 

Phone: 601/254-9041 Fax: 601/254-6704 

E-mail: ebowen@cypress.mcsr.olemiss.edu 
URL: http://cypress.mcsr.oIemiss.edu/~syoung 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ethel B. Bowen, Serials Librarian 
RIE (1970-); CUE (1985-); Thesaurus 
(11th, 1987); Microfiche (1966-1984); 
Online database; ERICTOOLS 
MF reader; MF reader/printer; MF 
duplicator; Copier 

University/College faculty and students; 
Area residents 

Online search services; Paper copy 
reproduction; Microfiche duplication 



(417) JACKSON STATE UNIVERSITY 
Information Services Library 
3825 Ridgewood Road 
Jackson, MS 39214 

Phone: 601/982-6314 Fax: 601/982-6144 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dr. Lou Helen Sanders 
RIE (December 1980-); CUE (1980-); 
Thesaurus (12th, 1990); Microfiche 
(1980-); CD-ROM 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area business personnel; State 
government personnel; Higher education 
personnel; General public with restrictions 
Bibliographic instruction; Information 
dissemination 



(418) JACKSON STATE UNIVERSITY 
Sampson Library 
1325 Lynch Street 
Jackson, MS 39217 

Phone: 601/968-2123 Fax: 601/968-2358 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Nellie W. Tolliver, Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); Online 
database 

MF reader; MF reader/printer; Copier 
University/College faculty and students 
Paper copy reproduction; Microfiche 
duplication 
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(419) MISSISSIPPI STATE DEPARTMENT 
OF EDUCATION 
Educational Media Services 
P.O. Box 771 

1303 Sillers Office Building, Suite 1004 
Jackson, MS 39205 

Phone: 601/359-3778 Fax: 601/359-2326 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Larry Little, Director, Office of 
Instructional Development 
RIE (1967-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1972-1973; 
1980-); Online database 
MF reader; Copier; Microcomputer; 
Computer terminal 

State public school personnel; Department 
of education personnel; State educators 
Paper copy reproduction 



(420) UNIVERSITY OF SOUTHERN MISSISSIPPI 
Gulf Park Campus 
Cox Library 

730 East Beach Boulevard 
Long Beach, MS 39560 

Phone: 601/865-4510 Fax: 601/865-4544 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Allisa Beck, Reference Librarian 
RIE (1966-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1976-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College alumni; General public 
with restrictions 

Bibliographic instruction; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 



(421) ALCORN STATE UNIVERSITY 
J.D. Boyd Library 
Lorman, MS 39096 

Phone: 601/877-6350 Fax: 601/877-3885 



(422) MERIDIAN COMMUNITY COLLEGE 
L.O. Todd Library 
910 Highway 19 North 
Meridian, MS 39307 

Phone: 601/483-8241 Fax: 601/482-3936 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Doug Jernigan, Reference 
RIE (1966-); CUE (1979-); Thesaurus 
(12th, 1990); Microfiche (August 1974-); 
ERICTOOLS 

MF reader; MF reader/printer; Copier 
General public 

ERIC publications; Online search training; 
Bibliographic instruction; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only; Interlibrary loan; Search 
services for school personnel only; 
Educational documents index; Educational 
documents abstracts 



(423) MISSISSIPPI STATE UNIVERSITY- 
MERIDIAN CAMPUS 

910 Highway 19 North 
Meridian, MS 39307 

Phone: 601/484-8766 Fax: 601/482-3936 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Doug Jernigan, Reference Librarian; Scott 
Johnson, Technical Services Librarian 
RIE (1966—); CUE (1979-); Thesaurus 
(13th, 1995); Microfiche (1974-) 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College consortium members; 
University/College counselors/social 
workers; Area residents 
Online search training; Bibliographic 
instruction; Online search services; Library 
services; Audiovisual equipment; 

Interlibrary loan; Search strategy 
consultation 



Contact: Mary G. Harris, Reference Librarian 

Collection: RIE (1966-); CUE (1970-); Thesaurus 

(12th, 1990); Microfiche (1966-1977 
select; 1977-); Online database 
Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College faculty and students; 

Area residents; School districts 
Services: Bibliographic instruction; Online search 

services; Library services; Interlibrary loan 



(424) MISSISSIPPI STATE UNIVERSITY— MITCHELL 
MEMORIAL LIBRARY 
P.O. Box 5408 
Hardy Road 

Mississippi State, MS 39762 

Phone: 601/325-3060 Fax: 601/325-3560 

E-mail: sjt1@ra.msstate.edu 

Contact: Susanna J. Turner, Reference Services; 

Susan Hall, Information Services 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); 

Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
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(424) MISSISSIPPI STATE UNIVERSITY— MITCHELL 
MEMORIAL LIBRARY (cont.) 

Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction 

(425) HINDS COMMUNITY COLLEGE 
McLendon Library 

Raymond, MS 39154 

Phone: 601/857-3255 Fax: 601/857-3293 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Nancy Tenhet, Reference Librarian 
RIE (1969-1974; 1979-); CUE (1979-); 
Thesaurus (13th, 1995); Microfiche 
(1970- ERIC Clearinghouse for 
Community Colleges) 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Library services 



(426) UNIVERSITY OF MISSISSIPPI 
J.D. Williams Library 
University, MS 38677-9701 
Phone: 601/232-5855 Fax: 601/232-7477 

E-mail: libweb@www.olemiss.edu 
Telnet: 130.74.92.202 

URL: http://sunset.backbone.olemiss.edu/depts/ 
generaijibrary/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sharon L. Schreiber, Online Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Interlibrary loan 
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(427) SOUTHWEST BAPTIST UNIVERSITY 
University Library 
Bolivar. MO 65613 

Phone: 417/326-1625 Fax: 417/326-1652 
Gopher: gopher.sbuniv.edu 
URL: http://Www.sbuniv.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Eldon na DeWeese, Collection 
Development Librarian; Ann Kitchin, Public 
Services Librarian 

RIE (1968-): CUE (1982-); Thesaurus 
(13th, 1995); Microfiche (1980-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; 
interlibrary loan 



(428) SOUTHEAST MISSOURI STATE UNIVERSITY 
Kent Library 
One University Plaza 
Cape Girardeau, MO 63701 
Phone: 314/651-2230 



(430) UNIVERSITY OF MISSOURI— COLUMBIA (cont.) 

Audiences: General public 
Services: Training, seminars, workshops; Online 

search training; Bibliographic instruction; 
Curriculum guides; Technical assistance; 
Consultant services; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche duplication; Interiibrary loan; 
Search strategy consultation; Referrals 

(431) MID-CONTINENT PUBLIC LIBRARY 
15616 East Highway 24 
Independence, MO 64050 

Phone: 816/836-5200 Fax: 816/521-7253 

URL: http://Www.sky.net/nmcpI/mcpl/ntm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Martha Lear, Reference Specialist; 

Ann Reinert, Reference Librarian 
Thesaurus (12th, 1990) 

MF reader; MF reader/printer; Copier; 
Computer terminal; Microfilm reader/printer 
General public 

Online search services; Library services; 
Paper copy reproduction 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1966-); CUE (1970-); Thesaurus 

(11th, 1987); Microfiche (1969-); CD-ROM; 

ERICTOOLS 

MF reader/printer; Copier; Computer 

terminal 

General public 

Online search services; Library services; 
Paper copy reproduction 



(429) MISSOURI EDUCATION CENTER 
Suite A 
555 Vandiver 
Columbia, MO 65202 

Phone: 314/886-2157 Fax: 314/886-2160 



Audiences: General public 
Services: Referrals 



(432) MISSOURI SOUTHERN STATE COLLEGE 
George A. Spiva Library 
3950 East Newman Road 
Joplin, MO 64801-1595 

Phone: 417/625-9342 Fax: 417/625-9734 

E-mail: kemp@vm.mssc.edu 
Gopher: gopher.mssc.edu 
URL: http://Www.mssc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Lou Dove, Periodicals Librarian; 
Robert Black, Reference 
RIE (1966-); CUE (1969—); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Interiibrary loan 



(430) UNIVERSITY OF MISSOURI— COLUMBIA 
Ellis Library 
Lowry Mall 

Columbia, MO 65201 

Phone: 573/882^701 Fax: 573/882-8044 

E-mail: elspaula@mizzoul.missouri.edu 

Contact: Paula Roper, Wayne Barnes, Education 

Librarians; Mary Ryan, Reference Services 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 



(433) ADJUNCT ERIC CLEARINGHOUSE FOR 
ENTREPRENEURSHIP EDUCATION 
Center for Entrepeneurial Leadership 
Ewing Marion Kauffman Foundation 
4900 Oak Street 
Kansas City, MO 64112-2776 
Phone: 816/932-1000 Toll-free: 888/423-5233 

Fax: 310/206-8095 
E-mail: celcee@ucla.edu 
URL: http://Www.celcee.edu 

Collection: CD-ROM 

Equipment: Copier; Microcomputer 
Audiences: General public 
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(434) AVILA COLLEGE 
Hooley-Bundschu Library 
11901 Woman Road 
Kansas City, MO 64145 

Phone: 816/942-8400 x2312 Fax: 816/942-3362 
E-mail: finegank@mail.avila.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kathleen Finegan, Access Services 
Librarian 

RIE (1975-1991); Microfiche (1966-); 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Interlibrary loan; Search 
strategy consultation; Referrals; Search 
services for university community only 



(435) UNIVERSITY OF MISSOURI— KANSAS CITY 
Miller Nichols Library 
5100 Rockhill Road 
Kansas City, MO 64110-2499 
Phone: 816/235-1534 
E-mail; mgraubart@smtpgate.umkc.edu 
URL: http.7/www. umkc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 

Services: 



Marilyn Graubart, Coordinator, Database 
Search Service 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 

Information dissemination 



(437) NORTHWEST MISSOURI STATE UNIVERSITY 
B.D. Owens Library 
Maryville, MO 64468 
Phone: 816/562-1192 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Ellen Kimble, Collection Development 
Team Leader; Education Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1974-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication; Search services for 
university community only 



(438) EVANGEL COLLEGE 
Klaude Kendrick Library 
1111 North Glenstone 
Springfield, MO 65802 

Phone: 417/865-2815 x7268 Fax: 417/865-1574 
E-mail: woodie@mail.orion.org 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Murl Winters, Reference Librarian 
RIE (1968-1993); Thesaurus (13th, 1995); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College administrators/directors; 
University/College counselors/social 
workers; University/College faculty and 
students; General public for a fee 
Bibliographic instruction; Library services 



(439) SOUTHWEST MISSOURI STATE UNIVERSITY 
University Library 
Springfield, MO 65804-0095 
Phone: 417/836-4525 TTY: 417/836-6794 

Fax: 417/836-4538 



(436) TRUMAN STATE UNIVERSITY 
Pickier Memorial Library 
Kirks ville, MO 63501 

Phone: 816/785-4051 Fax: 816/785-4536 

E-mail; Im05%nemomus@academic.nemostate.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karen McClaskey, Reference Department 
RIE (1966-1995); CUE (1969-1995); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 

Area residents 

Paper copy reproduction 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Vern Reeder 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-) 

MF reader; MF reader/printer; 

MF duplicator 
General public 

Paper copy reproduction; Microfiche 
duplication 



(440) MARYVILLE UNIVERSITY— ST. LOUIS 
13550 Conway Road 
St. Louis, MO 63141 

Phone: 314/529-9595 Fax: 314/529-9941 

E-mail: paula@maryville.edu 



Contact: 

Collection: 



Equipment: 



Paula Hubbard, Reference Librarian 
RIE (1977-); CUE (1979-); Thesaurus 
(13th, 1995); Microfiche (1980-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
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(440) MARYVILLE UNIVERSITY— ST. LOUIS (cont.) 

Audiences: University/College faculty and students 
Services: Online search services; Paper copy 

reproduction 

(441) MISSOURI BAPTIST COLLEGE 
One College Park Drive 

St Louis, MO 63141-8613 

Phone: 314/434-1115 Fax: 314/434-7596 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Irene Baker, Reference 
Thesaurus (12th, 1990); Microfiche 
(1988-); CD-ROM 
MF reader; MF reader/printer 
Administrators/Directors/Phncipals; 
University/College faculty 
Library services; Interlibrary loan 



(442) ST. LOUIS COMMUNITY COLLEGE 
Instructional Resources 
5460 Highland Park Drive 
St Louis, MO 63110 

Phone: 314/644-9555 Fax: 314/652-9264 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cathye Bunch Diesberg 

RIE (1984-); Microfiche (1966-); Online 

database 

MF reader; MF reader/printer 
Community colleges 
Paper copy reproduction 



(443) ST. LOUIS PUBLIC SCHOOLS 
Office of Library Services 
1100 Farrar Street 
St Louis. MO 63107 

Phone: 314/436-4664 x600 Fax: 314/436-7514 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Nancy McCullough 

RIE (1966-); CUE (1969-); Thesaurus 
(12th. 1990); Microfiche (1966-) 

MF reader; MF reader/printer; 

MF duplicator; Copier 
School districts; 

Administrators/Directors/Principals; 

Local education agencies; Local Board 
of Education; Elementary school librarians; 
Secondary school librarians; Elementary 
school teachers; Secondary school 
teachers 

ERIC training; Paper copy reproduction; 
Microfiche duplication; Search services for 
school personnel only; Search strategy 
consultation; Educational documents index; 
Educational documents abstracts 



(444) ST. LOUIS UNIVERSITY 
Pius XII Memorial Library 
3650 Linden Boulevard 
St. Louis, MO 63108 

Phone: 314/977-3100 Fax: 314/977-3108 

Gopher: sluvca.slu.edu 
URL. http://www.slu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1979-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 

General public 

Online search training; Library services; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan 



(445) UNIVERSITY OF MISSOURI— ST. LOUIS 
Ward E. Barnes Education Library 
8001 Natural Bridge Road 
St. Louis. MO 63121 
Phone: 314/533-5572 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Peter Monat 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search services 



(446) WASHINGTON UNIVERSITY 
University Libraries 
Olin Library Reference 
Campus Box 1061, One Brookings Drive 
St. Louis, MO 63130 

Phone: 314/935-5410 Fax: 314/935-4045 

E-mail; carol-antoniewicz@library.wustl.edu 

Contact: Carol Antoniewicz, Electronic Resources 

Coordinator/Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); 

Online database 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: University /College faculty and students; 
Area residents 

Services: Online search services; Search services 

for university community only 
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(447) CENTRAL MISSOURI STATE UNIVERSITY 
Ward Edwards Library 
College and South Streets 
Warrensburg, MO 64093 
Phone: 816/543-8001 Fax: 816/543-8001 

E-mail: wales@cmsuvmb.cmsu.edu 
Gopher: cmsuvmb.cmsu.edu 
URL: http://libserv.cmsu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Wales, Education Librarian; 
Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Online search services; Library services; 
Paper copy reproduction 
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(448) EASTERN MONTANA COLLEGE 
Library 

1500 North 30th Street 
Billings, MT 591 01-0298 

Phone: 406/657-1662 Fax: 406/657-2037 

E-mail: lib_howell@uino.emcmt.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Dona Helmer, Education/Curriculum 

Resources Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search training; Bibliographic 
instruction; Curriculum guides; Research; 
Online search services; Audiovisual 
equipment; Library services; Search 
strategy consultation 



(449) MONTANA STATE UNIVERSITY 

Libraries 

Bozeman. MT 59717-0332 
Phone: 406/994-3171 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kathy Kaya, Reference Desk 
Thesaurus (11th, 1987); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Technical 
assistance; Online search services; Library 
services; Paper copy reproduction; 
Microfiche duplication; Microfiche 
blowback; Interlibrary loan 



(450) VANDE BOGART LIBRARY 
Northern Montana College 
Havre, MT 59501 

Phone: 406/265-3706 Toll-free: 800/622-6132 

Fax: 406/265-3799 

E-mail: stokes@umc1 .nmclites.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Vicki Gist, Librarian; Carol Jestrab, 
Circulation 

RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier 
University/College administrators/directors; 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Technical 
assistance; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan 



(451) MONTANA OFFICE OF PUBLIC INSTRUCTION 
P.O. Box 202501 
Helena, MT 59620-2501 

Phone: 406/444-2082 Fax: 406/444-3924 

E-mail: cetchart@opi.mt.gov 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Colette Etchart, Library Technician 
RIE (1966-); CUE (1973-1992); 
Thesaurus (12th, 1990); Microfiche 
(1973-1976 select; 1977-); CD-ROM 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
Local education agencies; state education 
agencies; School districts; Parents; 
Teachers/Professors 
ERIC publications; Paper copy 
reproduction; Microfiche duplication 



(452) MONTANA STATE LIBRARY 
15 East 6th Avenue 
Helena, MT 59620 

Phone: 406/444-3004 TTY: 406/444-5432 

Fax: 406/444-5612 
E-mail: dmstaff@win.com 
URL: http://nris,msl.mt,gov/library/lib.html 



Contact: Darlene M, Staffeldt, Director, Statewide 

Library Resources 

Collection: RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (available via 
Branch); Online database 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Microcomputer; 

Computer terminal 

Audiences: State boards of education; State education 
agencies; State government personnel; 
Other government personnel; State 
librarians; Librarians; General public 
with restrictions 

Services: Information dissemination; Online search 

services; Paper copy reproduction; 
Microfiche duplication; Search strategy 
consultation 
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(453) UNIVERSITY OF MONTANA 
Maureen and Mike Mansfield Library 
Missoula, MT 59812-6866 
Phone: 406/243-6866 Fax: 406/243-2060 

E-mail: elison@selway.umt.edu 
Gopher: wilcox.umt.edu 
URL: http://www.umt.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



William W. Elison, Social Science 
Librarian; Dennis L. Richards, Documents 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1973-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
General public for a fee 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 
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(454) CHADRON STATE COLLEGE 
Reta E. King Library 
10th and Main 
Chadron, NE 69337 
Phone: 308/432-6271 



(457) UNIVERSITY OF NEBRASKA AT LINCOLN 
Love Library 
Lincoln. NE 68588 

Phone: 402/472-2512 Fax: 402/472-5131 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



James B. Soester, Information Services 
Librarian 

RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(455) UNIVERSITY OF NEBRASKA AT KEARNEY 
Calvin T. Ryan Library 
Kearney, NE 68849 

Phone: 308/865-8535 Fax: 308/865-8722 

URL: http://unk.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janet Stoeger Wilke, Curriculum Librarian 
RIE (1968-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Computer 
terminal 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Analysis of search results; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(456) NEBRASKA LIBRARY COMMISSION 
Library and Information Services, Suite 120 
The Atrium, 1200 N Street 
Lincoln. NE 68508 

Phone: 402/471-2045 Fax: 402/471-2083 



Contact: Federal Documents Librarian; Information 

Services Coordinator 

Collection: CUE (1982-); Thesaurus (10th, 1984); 

Online database 

Equipment: MF reader; MF reader/printer; MF 
duplicator; Copier; Microcomputer; 
Computer terminal 

Audiences: State government personnel; Library 

community 

Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Referrals 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Scott Kennedy, Central Reference 
Services; Carla Rosenquist-Buhler, 
Education Librarian 

RIE (1966—); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; MF 
duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 

Search strategy consultation 



(458) CREIGHTON UNIVERSITY 
Reinert/Alumni Memorial Library 
2500 California Plaza 
Omaha, NE 68178-0300 

Phone: 402/280-1757 Fax: 402/280-2435 

E-mail: clbeau@creighton.edu 
URL: http://www.creighton.edu/RAL 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Chris LeBeau, Reference/Computer 
Services Librarian; Mary Nash, Head, 
Reference 

CUE (1970-); Thesaurus (13th, 1995); 
Microfiche (1992-); CD-ROM; Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Interlibrary loan 



(459) UNIVERSITY OF NEBRASKA AT OMAHA 
University Library 
Omaha, NE 68182 

Phone: 402/554-2361 Fax: 402/554-3215 

E-mail: tollman@unomaha.edu 
URL: http://revelation.unomaha.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Thomas A. Tollman, Education Subject 
Specialist 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; MF 
duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Library services; Microfiche duplication; 
Search strategy consultation 
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(460) UNIVERSITY OF NEBRASKA MEDICAL CENTER 
McGoogan Library of Medicine 
42nd and Dewey 
Omaha, NE 68105-1065 

Phone: 402/559-6221 Fax; 402/559-5498 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Roxanne Cox, Reference Department; 
Rebecca Satterthwaite, Public Services 
Department 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; MF 
duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(461) PERU STATE COLLEGE 
Library 

Peru, NE 68421 

Phone: 402/872-2218 Fax: 402/872-2298 

E-mail: mulder(gpscosf.peru.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jim Mulder, Public Services Librarian 
RIE (1967-); Thesaurus (13th, 1995); 
Microfiche (1962-1979 select; 1980-); CD- 
ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 



(462) WAYNE STATE COLLEGE 
U.S. Conn Library 
200 East 10th Street 
Wayne, NE 68787 
Phone: 402/375-7257 



Contact: Marcus Schlichter, Periodicals and 

Collection Development Librarian; Cathy 
Echtenkamp 

Collection: RIE (1966-); CUE (1970-); Thesaurus 

(9th, 1982); Microfiche (1967-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 
State residents 

Services: Online search services; Library services; 

Audiovisual equipment; Interlibrary loan 
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(463) UNIVERSITY OF NEVADA— LAS VEGAS 
James R. Dickinson Library 
4505 Maryland Parkway 
Las Vegas, NV 89154 
Phone: 702/739-3512 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy Master, Education Bibliographer; 
Shelley Keaton, Online Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987): Microfiche (1966-): Online 
database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Online search services; Library services; 
Paper copy reproduction 



(464) UNIVERSITY OF NEVADA— RENO 
University Library 
Reference Department 
Reno, NV 89557 

Phone: 702/784-6508 Fax: 702/784-1751 

E-mail: simons@equinox.unr.edu 



Contact: Michael Simons, Head of Public Services 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; MF 

duplicator; Microcomputer; Computer 
terminal 

Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction: Interlibrary loan; 
Search strategy consultation 
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(465) NEW HAMPSHIRE STATE LIBRARY 
20 Park Street 
Concord, NH 03301 

Phone: 603/271-2239 TTY: 800/735-2964 

Fax: 603/271-2205 
E-mail: nhsl@lilac.nhsl.lib.nh.us 
URL: http://www.state.nh.us 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



John McCormick, Supervisor, Reference 
and Information Services 
RIE (1966-); CUE (1982-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; Copier; Microcomputer 
General public 

ERIC microfiche via interlibrary loan; 
Information dissemination; Online search 
services; Library services; Interlibrary loan 



(466) UNIVERSITY OF NEW HAMPSHIRE 
Dimond Library 
Durham, NH 03824 

Phone: 603/862-1540 Fax: 603/862-2637 

URL: http://www.sc.library.unh.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Deborah Watson, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



(467) DARTMOUTH COLLEGE 
Baker Library 
Reference Department 
Hanover, NH 03755 
Phone: 603/646-2560 
E-mail: francis.oscadal@dartmouth.edu 



Contact: Francis Oscadal, Reference Librarian; 

Nancy Markey, Microtext Center 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction 



(468) KEENE STATE COLLEGE 
Mason Library 
229 Main Street 
Keene, NH 03435 

Phone: 603/358-2717 Fax: 603/358-2745 

E-mail: rmadden@keene.edu 
URL: http://wallace.keene.edu/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Robert J. Madden, Reference Librarian 
RIE (1988-1991); CUE (1969-); 
Thesaurus (13th, 1995); Microfiche 
(1979-); CD-ROM; Online database 
MF reader; MF reader/printer 
General public 
Paper copy reproduction 



(469) NASHUA PUBLIC LIBRARY 
2 Court Street 
Nashua, NH 03060 
Phone: 603/883-4141 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Adult Services Supervisor; Reference 
Librarian; Business Librarian 
RIE (1972-); Thesaurus (11th, 1987); 
Microfiche (1982-); Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
Area residents 
Online search services 



(470) RIVIER COLLEGE 
Regina Library 
420 South Main Street 
Nashua, NH 03060-5086 

Phone: 603/888-1311 x8256 Fax: 603/888-0421 
E-mail: bean@mighty.riv.edu 
Gopher: gopher.mighty.riv.edu 
URL: http://www.riv.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Elaine Bean, Head of Information Services; 
Frances Kelleher, Serials 
RIE (1966-); Thesaurus (12th, 1990); 
Microfiche (July 1992-) 

MF reader; MF reader/printer; Copier 
General public 

Bibliographic instruction; Curriculum 
guides; Library services; Paper copy 
reproduction; Interlibrary loan 



(471) COLBY-SAWYER COLLEGE 
Library 

100 Main Street 
New London, NH 03257 

Phone: 603/526-3685 x652 Fax: 603/526-3777 
E-mail: myork@kear.tdsnet.com 
URL: http://www.colby-sawyer.edu 



Contact: Reference Department 

Collection: RIE (1979-); Thesaurus (12th, 1990); 

Microfiche (1989-); CD-ROM; Online 
database 
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(471) COLBY-SAWYER COLLEGE (cont.) 



Equipment: 

Audiences: 

Services: 



MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Technical assistance; 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Analysis of search results; 
Search services for university community 
only; Search strategy consultation; 
Referrals 



(472) PLYMOUTH STATE COLLEGE 
Lamson Library 
Highland Street 
Plymouth, NH 03264 

Phone: 603/535-2258 Fax: 603/535-2445 

E-mail: gmccool@psc.plymouth.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Gary McCool, Coordinator, Reference 
Services 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Copier; Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 
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(473) CALDWELL COLLEGE LIBRARY 
Jennings Library 
9 Ryerson Avenue 
Caldwell, NJ 07006 

Phone: 201/228^424 x497 Fax: 201/228-3351 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jennifer Blythin, Curriculum Lab 
Coordinator 

RIE (1983-1984; 1989-); CUE (1990-); 
Thesaurus (13th. 1995); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal; 
Microfilm reader/printer 
University/College faculty and students; 
Librarians; Educators 
Bibliographic instruction; Curriculum 
guides; Consultant services; Interlibrary 
toan; Search strategy consultation 



(474) LEARNING RESOURCE CENTER-NORTH 
240 South Harrison Street, Sixth Floor 
East Orange, NJ 07018 

Phone: 201/414^491 TTY: 201/266-1849 

Fax: 201/414^496 



Contact: 

Collection: 

Equipment: 



Audiences: 

Services: 



Donna Bogart. Sandy Russo 

RIE (1969-); Thesaurus (10th, 1984); 

Microfiche (1970-) 

MF reader; MF reader/printer; 

MF duplicator: Copier; Microcomputer; 
Computer terminal 
State educators; Parents 
Online search services 



(475) ROWAN COLLEGE OF NEW JERSEY 
Library. 252520 
201 Mullica Hill Road 
Glassboro. NJ 08028 

Phone: 609/256^804 Fax: 609/256^924 

E-mail: holmes@heroes.rowan.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Judith Holmes, Periodicals; Dr. Gregory 

Potter, Associate Director 

RIE (1966-): CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1979-); 

CD-ROM; Online database 

MF reader/printer 

General public with restrictions 

Online search services; Library services; 

Paper copy reproduction: Interlibrary loan; 

Search strategy consultation 



(476) JERSEY CITY STATE COLLEGE 
Inwin Library 

Curriculum Materials Center 
2039 Kennedy Boulevard 
Jersey City, NJ 07305 
Phone: 201/200-3026 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Maryann Rentko Marino, Documents; Epp 
Tsirk, Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

CD-ROM; Online database 
MF reader; MF reader/printer; 

Copier; Computer terminal 
University/College community; General 
public with restrictions 
Online search services; Paper copy 
reproduction 



(477) GEORGIAN COURT COLLEGE 
Library 

900 Lakewood Avenue 
Lakewood. NJ 08701 

Phone: 908/364-2200 Fax: 908/364-2215 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Meola, Reference Librarian 
RIE (1966-); CUE (1976-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
Library services; Paper copy reproduction; 
Search services for university community 
only; Interlibrary loan 



(478) RIDER UNIVERSITY 
Franklin F. Moore Library 
2083 Lawrenceville Road 
Lawrenceville, NJ 08648 

Phone: 609/896-5115 Fax: 609/896-8029 

E-mail: weighs@enigma.rider.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Samuel Weigh. Education Liaison Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 
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(479) RUTGERS UNIVERSITY 
Alexander Library 
169 College Avenue 
New Brunswick, NJ 08903 
Phone: 908/932-7526 Fax: 908/932-1101 

E-mail: fetzer@nci.edu 
URL: http://www.rutgers.edu/rulib/ 



(483) ADJUNCT ERIC TEST COLLECTION 
CLEARINGHOUSE 
Educational Testing Service 
Princeton, NJ 08541 

Phone: 609/734-5737 Fax: 609/683-71 86 

E-mail: mhalpern@ets.org 

Gopher: gopher.cua.edu, select Special Resources 



Contact: 


Mary Fetzer, Government Resource 
Librarian; Emily Fabiano, Selector, 
Education 


Collection: 


RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 


Equipment: 


MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 


Audiences: 


General public 


Services: 


Library services; Paper copy reproduction; 
Microfiche duplication; Search services for 
university community only 



(480) UNIVERSITY OF MEDICINE AND DENTISTRY OF 
NEW JERSEY 

George F. Smith Library of the Health Sciences 
30 Twelfth Avenue 
Newark, NJ 07103 

Phone: 201/982-5318 Fax: 201/982-3870 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sushila Kapadia, Manager, Information 
Access; Robert Cupryk, Search Services 
RIE (1976-); Thesaurus (10th, 1984); 
Online database 
MF reader; Copier 
General public 

Online search services; Library services; 
Paper copy reproduction 



(481) AMERICAN OVERSEAS COMPANY, INC. 
550 Walnut Street 
Norwood, NJ 07648 

Phone: 201/767-7600 x306 Fax: 201/784-0263 
E-mail: aobcho@class.org 



Contact: 

Equipment: 

Audiences: 

Services: 



G.J. Buter, Marketing Director 
MF reader; Microcomputer 
General public for a fee; Health care 
professionals; Librarians; Personnel 
Research; Information dissemination; 
Library services; Document delivery 



(482) PHILLIPSBURG FREE PUBLIC LIBRARY 
200 Frost Avenue 
Phillipsburg, NJ 08865 
Phone: 908/454-3712 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ann DeRenzIs, Reference Librarian 

RIE (1970-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1970-); CD-ROM; 

Online database 

MF reader/printer 

General public 

Library services 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Marilyn Halpern 
CD-ROM; Online database 
Microcomputer 

Administrators/Directors/Principals; 
Education agencies; University/College 
faculty; Librarians; Researchers; 
Teachers/Professors 
Online search services 



(484) EDUCATIONAL TESTING SERVICE 
Library 

Rosedale Road 
Princeton, NJ 08541 

Phone: 609/734-5667 Fax: 609/683-7186 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marilyn Halpern, Karen McQuillen, 

Bonnie Eskra 

Thesaurus (13th, 1995); Online database 

MF reader; MF reader/printer; 

Microcomputer 

General public 

Interlibrary loan 



(485) EDUCATIONAL INFORMATION AND 
RESOURCE CENTER 
606 Delsea Drive 
Sewell, NJ 08080 

Phone: 609/582-7000 TTY: 609/582-5838 

Fax: 609/582-4206 

E-mail: pbruder@pilot.njin.net 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Pat Bruder, Coordinator of Research 
RIE (1983-); Thesaurus (13th, 1995); 
Microfiche (1975-); Online database 
MF reader; Copier; Microcomputer 
General public 

Curriculum guides; Research; Technical 
assistance; Consultant services; Online 
search services; Library services; Paper 
copy reproduction; Referrals 



(486) MONMOUTH COUNTY LIBRARY 
Eastern Branch Area 
Reference Center 
Route 35 

Shrewbury, NJ 07701 

Phone: 908/842-5995 Fax: 908/219-0140 

Contact: Joyce Smothers, Chief Librarian; 

Jacqueline Cochran, Periodicals Librarian 
Collection: RIE (1980-); CUE (1975-); Thesaurus 

(11th, 1987); Microfiche (current 5 years); 
Online database 

Equipment: MF reader; MF reader/printer; Copier 
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(486) MONMOUTH COUNTY LIBRARY (cont.) (490) TRENTON STATE COLLEGE 

Roscoe L. West Library 

Audiences: General public Millwood Lakes, P.O. Box 4700 

Services: ERIC microfiche via interlibrary loan; Trenton, NJ 08650-4700 

Online search services; Library services Phone: 609/771-2417 Fax: 609/771-3299 



(487) SETON HALL UNIVERSITY 
McLaughlin Library 
400 South Orange Avenue 
South Orange, NJ 07079 

Phone: 201/731-9435 Fax: 201/761-8715 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Natalia Milszyn, Coordinator; 

Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College alumni 
Online search services; Paper copy 
reproduction 



(488) MERCER COUNTY COMMUNITY COLLEGE 
Library 

1200 Old Trenton Road 
Trenton, NJ 08690 

Phone: 609/586-4800 x561 Fax: 609/588-3778 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Pamela A. Price, Director of 
Library Services 

RIE (1966-): CUE (1969-); Thesaurus 
(11th, 1987): Microfiche (1983-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 



(489) NEW JERSEY STATE LIBRARY 
1 85 West State Street, CN-520 
Trenton, NJ 08625-0520 

Phone: 609/292-6220 Fax: 609/984-7900 

E-mail: railsbac@pilot.njin.net 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Beverly Railsback, U.S. Documents 
Librarian; Howard Dunn, Reference 
Librarian 

RIE (1982-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1971-1976; 
1984-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Patricia Beaber, Head of Reference 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(491) KEAN COLLEGE OF NEW JERSEY 
Nancy Thompson Library 
Morris Avenue 
Union, NJ 07083 
Phone: 908/527-2112 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Shirley Honbatt, Librarian; Mark Ferrara, 

Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer 

University/College faculty and students; 

General public by request 

Paper copy reproduction; Microfiche 

duplication 



(492) MONTCLAIR STATE UNIVERSITY 
Harry A. Sprague Library 
Upper Montclair, NJ 07043 

Phone: 201/655-4291 Fax: 201/655-5455 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Debabrata Basu, Non-Print Department; 
Joyce Schaffer, Government Publications 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-1994); 
CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 
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(493) WILLIAM PATERSON COLLEGE OF 
NEW JERSEY 
Sarah Byrd Askew Library 
300 Pompton Road 
Wayne, NJ 07470 

Phone: 201/595-2116 Fax: 201/595-2585 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Kathleen Malanga, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator 
General public 

Library services; Paper copy reproduction; 
Microfiche duplication 








94 



Directory of ERIC Resource Collections 



NEW MEXICO 



(494) UNIVERSITY OF NEW MEXICO 
General Library 
Albuquerque, NM 87131 
Phone; 505/277-5761 
Gopher: gopher.unm.edu 
URL: http://www.unm.edu/~libinfo/ 



(497) EASTERN NEW MEXICO UNIVERSITY 
Golden Library Station 32 
Portales, NM 88130 

Phone: 505/562-2624 Fax: 505/562-2647 

E-mail: dowline@ziavms.enmu.edu 
URL: http://www.enmu.edu/Golden.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Search Service Coordinator; 

Reference Department 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990): Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

Online search training; Bibliographic 
instruction; Information dissemination; 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Document delivery; Interlibrary 
loan; Search strategy consultation 



(495) NEW MEXICO STATE UNIVERSITY 
Library 
Box 3475 

Las Cruces, NM 88003-8006 

Phone: 505/646-6928 TTY: 505/646-7817 

Fax: 505/646-4335 

E-mail: answers@iib.nmsu.edu 

Gopher: lib.nmsu.edu:70/00/.moving 

URL: http://lib.nmsu.edu/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ed Eruzo, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer: Copier; 
Microcomputer 

General public postsecondary age 
ERIC microfiche via interlibrary loan; Slide 
show on ERIC; Bibliographic instruction; 
Paper copy reproduction; Interlibrary loan 



(496) NEW MEXICO HIGHLANDS UNIVERSITY 
Donnelly Library 
National Avenue 
Las Vegas, NM 87701 

Phone: 505/454-3332 Fax: 505/454-0026 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Laura Baser, Reference Librarian 
RIE (1968-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1970-); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State education community; State 
residents 

Online search services; Library services; 
Paper copy reproduction 



Contact: 


Me Iveta Walker, Director for 
Public Services 


Collection: 


RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database 


Equipment: 


MF reader; MF reader/printer; 
Microcomputer 


Audiences: 


General public 


Services: 


Bibliographic instruction; Technical 
assistance; Online search services; Paper 
copy reproduction; Microfiche duplication; 
Search strategy consultation 



(498) NEW MEXICO STATE LIBRARY 
Information Services 
325 Don Gaspar 
Santa Fe, NM 87501-2777 

Phone: 505/827-3825 Fax: 505/827-3888 

E-mail: pgiltrou@stlib.state.nm.us 
URL: http7/www.stlib.state.nm.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy Fischer, Administrative Librarian, 
Information Services; Peggy Giltraw 
RIE (1967-); CUE (1984-); Thesaurus 
(10th, 1984); Microfiche (1986-); 

Online database 

MF reader; MF reader/printer; Copier; 

Computer terminal 

State residents; Other 

Online search services; Library services 



(499) WESTERN NEW MEXICO UNIVERSITY 
Miller Library 
P.O. Box 680 
Silver City, NM 88062 

Phone: 505/538-6350 Fax: 505/538-6178 

URL: http://www.wnmu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cheryl Ward, Library Director for Public 
Services 

RIE (1966-); CUE (1972-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Teachers/Professors; Area residents 
ERIC training; Bibliographic instruction; 
Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan 
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(500) ALBANY MEDICAL COLLEGE 
Schaffer Library of Health Sciences, A63 
47 New Scotland Avenue 
Albany, NY 12208 

Phone: 518/262-5532 Fax: 518/262-5820 

E-mail: gbotta@ccgateway.amc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gail Botta, Coordinator, Database Services 
Thesaurus (12th, 1990); CD-ROM 
Microcomputer; Computer terminal 
General public 

Online search services; Library services 



(501) COLLEGE OF ST. ROSE 
Neil Heilman Library 
392 Western Avenue 
Albany, NY 12203 
Phone: 518/454-5180 
E-mail: refdesk@rosenet.strose.edu 
URL: http://www.strose.edu/library/library.htm 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1969-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (select years); 

CD-ROM; Online database 

MF reader/printer; Copier; Computer 

terminal 

General public 

Paper copy reproduction 



(502) NEW YORK STATE LIBRARY 
Reference Services 
Cultural Education Center 
Albany, NY 12230 

Phone: 518/474-5355 Fax: 518/474-5786 



Contact: Soumaya Baaklini, Associate Librarian; 

Glenis Ratcliff 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier 

Audiences: State government personnel; State 

librarians; State residents; Other 
government personnel; General public for 
a fee 

Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Online search 
sen/ices; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan; 
Search strategy consultation; Educational 
documents index; Educational documents 
abstracts 



(503) STATE UNIVERSITY OF NEW YORK— 
UNIVERSITY AT ALBANY 
University Library 
1400 Washington Avenue 
Albany, NY 12222 

Phone: 51 8/442-3558 Fax: 51 8/442-3567 

E-mail: mb648@cnsvax.albany.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Librarian; Marjorie Benedict, 

Education Bibliographer 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search strategy consultation 



(504) ALFRED UNIVERSITY 
Herrick Memorial Library 
Alfred, NY 14802 

Phone: 607/871-2184 Fax: 607/871-2992 



Contact: Francis McBride, Reference Librarian 

Collection: RIE (1966-); CUE (1969-); CD-ROM 

Audiences: University/College faculty and students 
Services: Library services 

(505) CAYUGA COMMUNITY COLLEGE 
Norman F. Bourke Memorial Library 
197 Franklin Street 
Auburn, NY 13021 

Phone: 315/255-1743 x296 Fax: 315/255-2050 
E-mail: michaeldo@snycayvb.cayuga-cc.edu 
URL: http://www.cayuga-cc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kathleen Long, Reference Librarian 
RIE (1980-); CUE (1987-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader/printer;' Copier; Microcomputer 
Community colleges; Area faculty and 
students; General public with restrictions 
Library services 



(506) GENESEE COMMUNITY COLLEGE 
College Road 
Batavia, NY 14020 

Phone: 716/343-0055 x6256 Fax: 716/343-0433 
E-mail: refmail@sgccva.sunygenesee.cc.ny.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nina Warren 

RIE (1975-); CUE (1969-); Thesaurus 
(13th, 1995); Online database 
MF reader; MF reader/printer; Copier 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 
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(507) BINGHAMTON UNIVERSITY 
Glenn Bartle Library 
Vestal Parkway East 
P.O. Box 6012 

Binghamton, NY 13902-^012 

Phone: 607/777-2345 Fax: 607/777-4848 

E-mail: pstellin@library.lib.binghamton.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Prue Stelling, Education Bibliographer 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer 
General public 

Bibliographic instruction; Library services; 
Search strategy consultation 



(508) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT BROCKPORT 
Drake Memorial Library 
Brockport, NY 14420-2995 
Phone: 716/395-2450 Fax: 716/395-5651 

E-mail: gtoth@acspr1 .acs.brockport.edu 
URL: http://drake.acs.brockport.edu/library/drakehp.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gregory Toth, Reference Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(509) CITY UNIVERSITY OF NEW YORK COLLEGE 
AT LEHMAN 

Library 

Bedford Park Boulevard West 
Bronx, NY 10468-1589 

Phone: 718/960-8582 Fax: 718/960-8952 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sandrea DeMinco, Education Reference 
Librarian 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer 
University/College faculty and students 
Bibliographic instruction; Online search 
services; Analysis of search results; 
Interlibrary loan 



(510) MANHATTAN COLLEGE 
Cardinal Hayes Library 
Manhattan College Parkway 
Bronx, NY 10471 

Phone: 718/920-0166 Fax: 718/920-0995 

E-mail: toconnor@manvax.cc.mancol.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Thomas O’Connor, Assistant Director for 
Public Services 

RIE (1976-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1975-); 

Online database 
MF reader; MF reader/printer 
University/College faculty and students 
Online search services; Microfiche 
duplication 



(511) BROOKLYN COLLEGE OF THE CITY 
UNIVERSITY OF NEW YORK 
Gideons Library 
2900 Bedford Avenue 
Brooklyn, NY 11210 

Phone: 718/951-5340 Fax: 718/434-7675 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Renee Feinberg, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer 
University/College faculty and students; 
Authorized library users 
Information dissemination; Library services; 
Paper copy reproduction; Interlibrary loan 



(512) BROOKLYN PUBLIC LIBRARY 
Grand Army Plaza 
Brooklyn, NY 11238 
Phone: 718/780-7700 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Gail Stevenson, Chief, Social 
Science Department 
RIE (1980-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1980-); 

Online database 
MF reader/printer; Copier 
General public 

ERIC training; Paper copy reproduction 



(513) STATE UNIVERSITY OF NEW YORK 
AT BROOKLYN 
Health Science Center 
450 Clarkson Avenue, Box 14 
Brooklyn, NY 11203 

Phone: 718/270-7405 Fax: 718/270-7468 



Contact: 

Collection: 

Equipment: 



Reference Department 
Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
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(513) STATE UNIVERSITY OF NEW YORK 
AT BROOKLYN (cont.) 



(516) STATE UNIVERSITY OF NEW YORK 
AT BUFFALO (cont.) 



Audiences; Medical center faculty, students, and staff; 
Medical society members; Hospital 
personnel; Subscribers 

Services: ERIC publications; Online search services; 

Library services; Paper copy reproduction; 
Audiovisual equipment; Document delivery; 
Interlibrary loan; Referrals; Not available to 
the public 

(514) LONG ISLAND UNIVERSITY 
C.W. Post Campus 
B. Davis Schwartz Memorial Library 
Brookville, NY 11548-0570 
Phone: 516/299-2142 Fax: 516/626-6059 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Masako Yukawa, Head, Government 
Docunents; Iris Irwin, Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



(515) STATE UNIVERSITY COLLEGE AT BUFFALO 
E.H. Butler Library 
1300 Elmwood Avenue 
Buffalo, NY 14222 
Phone: 716/878-6313 x257 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Amy Rockwell, Carol Richards, 

Albert Riess 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(516) STATE UNIVERSITY OF NEW YORK 
AT BUFFALO 
North Campus 
Lockwood Library 
Buffalo, NY 14260-2200 

Phone: 716/645-2818 Fax: 716/645-3721 

E-mail: unlock@ubvm.cc.buffalo.edu 

URL: http://wings.buffalo.edu/libraries/e-resources/ 



Contact: Gemma DeVinney, Reference/lnstructional 

Services Coordinator; Will Hepfer, 
Education Specialist 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 



Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: ERIC microfiche via interlibrary loan; ERIC 

training; Training, seminars, workshops; 
Online search training; Bibliographic 
instruction; Consultant services; 

Information dissemination; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 

(517) FINGER LAKES COMMUNITY COLLEGE 
4355 Lake Shore Drive 
Canandaigua, NY 14424 

Phone: 716/394-3500 x371 Fax: 716/398-2469 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary E. Bell, Acting Director 
RIE (1969-); CUE (1976-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

Local residents; Regional residents; 
University/College faculty and students; 
University/College students; Secondary 
school teachers 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Document delivery; Interlibrary loan; 
Search strategy consultation 



(518) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT CORTLAND 
Memorial Library 
P.O. Box 2000 
Cortland, NY 13045 

Phone: 607/753-2525 Fax: 607/753-5669 

E-mail: library@snycorva.cortland.edu 
URL: http://www.cortland.edu/www/libwww 



Contact: Lauren Stiles, Reference; Michael Tillman, 

Teaching Materials Center 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
ERICTOOLS 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: ERIC microfiche via interlibrary loan; ERIC 

publications; Curriculum guides; Library 
services; Paper copy reproduction; 
Microfiche duplication; Microfiche 
blowback; Interlibrary loan; Search strategy 
consultation 
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(S19) MERCY COLLEGE 
Library 

555 Broadway 
Dobbs Ferry, NY 10522 

Phone: 914/674-7257 Fax: 914/674-7494 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Donald Ray, Head, Publication Services; 
Anne Klavano, Assistant Head, Public 
Services 

RIE (1967-1993); CUE (1970-1994); 
Thesaurus (13th, 1995); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer 
General public 

ERIC publications. Online search services; 
Paper copy reproduction 



(520) TOMPKINS CORTLAND COMMUNITY COLLEGE 
Gerald Barry Memorial Library 
Instructional and Learning Resources Division 
170 North Street 
Dryden, NY 13053 

Phone: 607/844-821 1 Fax: 607/844-6540 

E-mail: demow@sunytccc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ann Sullivan, Marie Spollen, Librarians 
RIE (1984-); Thesaurus (12th, 1990); 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area faculty and students; Area residents 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 



(521) QUEENS COLLEGE 
Rosenthal Library 
65-30 Kissena Boulevard 
Flushing, NY 11367 

Phone: 718/997-3700 Fax: 718/997-3753 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Suzanne Li, Manuel Sanudo 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Computer terminal 

General public 

Online search services; Paper copy 
reproduction; Microfiche duplication 



(522) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT FREDONIA 
Reed Library 
Fredonia, NY 14063 

Phone: 716/673-3183 Fax: 716/673-3185 



Contact: Barbara Kitle, Associate Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1966-); Online 
database; ERICTOOLS 



(522) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT FREDONIA (cont.) 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

Audiences: University/College faculty and students; 
Area residents 

Services: Online search services; Library services. 

Paper copy reproduction; Microfiche 
duplication 

(523) ADELPHI UNIVERSITY 
Swirbul Library 

South Avenue 
Garden City, NY 11530 

Phone: 516/887-3531 Fax: 516/877-3592 

E-mail: smithi @adlibv.adelphi.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Anna Minutella, Assistant Dean; James 
Smith, Systems Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only 



(524) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT GENESEO 
Milne Library 
1 College Circle 
Geneseo, NY 14454-1498 

Phone: 716/245-5595 Fax: 716/245-5003 

URL: http://137.238.50.66/ 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Judith Bushnell, Head Reference Librarian 
RIE (1966-1993); CUE (1969-1993); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents; General public with 
restrictions 

Bibliographic instruction; Paper copy 
reproduction; Search services for university 
community only 



(525) NASSAU COUNTY BOCES 
Research, Evaluation, and Planning Information Center 
21 Chestnut Street 
Greenvale, NY 11548 

Phone: 516/626-9405 Fax: 516/626-1665 



Contact: Muriel Mann 

Collection: RIE (1966-1990); CUE (1969-1990); 

Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database, 
ERICTOOLS 
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(525) NASSAU COUNTY BOCES (cont.) 



(528) CORNELL UNrVERSITY (cont.) 



Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

Audiences: Administrators/Directors/Principals; Local 
school district personnel; Elementary 
school librarians; Secondary school 
librarians 

Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication; Document delivery; Interlibrary 
loan; Search services for school personnel 
only; Search strategy consultation 

(526) HOFSTRA UNIVERSITY 

Axinn Library 

123 Hofstra University 

Hempstead, NY 11550 

Phone: 516/463-5962 Fax: 516/463-4835 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Janet Wagner, Assistant Dean, 

Reference Resources 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer 

General public 

Paper copy reproduction 



(527) HERKIMER COUNTY COMMUNITY COLLEGE 
Library 

Reservoir Road 
Herkimer, NY 13350 

Phone: 315/866-0300 Fax: 315/866-1806 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Valerie Prescott, Assistant Librarian; 
James Cofrancesco, Reference 
RIE (1971-); CUE (1983-); Thesaurus 
(12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College faculty and students; 
University/College consortium members; 
General public with restrictions 
Bibliographic instruction; Online search 
services 



(528) CORNELL UNIVERSITY 
Mann Library 
Reference Services 
Ithaca, NY 14853-4301 

Phone: 607/255-5406 Fax: 607/255-0318 

E-mail: mann_ref@cornell.edu 
URL: http://www.mann lib. Cornell, edu 

Contact: Mary Schlabach, Coordinator, Information 

Services 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1970-); Online 
database 

Equipment: MF reader; MF reader/printer; 

Microcomputer; Computer terminal 



Audiences: General public 

Services: Library services; Paper copy reproduction 

(529) QUEENS BOROUGH PUBLIC LIBRARY 
89-11 Merrick Boulevard 
Jamaica, NY 11432 

Phone. 718/990-0761 Fax: 718/658-8312 

E-mail: debbieh@queens.lib.ny. us 
Gopher: vax.queens.lib.ny.us 
URL: http://www.queens.lib.ny.us 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Deborah Hammer, Manager, Social 
Sciences Division 

RIE (1967-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/Co liege faculty and students 
Online search services; Paper copy 
reproduction 



(530) ST. JOHN’S UNIVERSITY 
Library 

Grand Central and Utopia Parkways 
Jamaica, NY 11439 

Phone: 718/990-6201 Fax: 718/380-0353 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Charles Livermore, Reference; Julie 
Cunningham, Associate Dean, Public 
Services 

RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1972-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only 



(531) LAGUARDIA COMMUNITY COLLEGE 
Library 

Serials Department 
31-10 Thomson Avenue 
Long Island City, NY 11101 

Phone: 718/482-5415 Fax: 718/482-5444 

E-mail: dejlg@cunyvm.cuny.edu 



Contact: Jane Devine, Serials Librarian 

Collection: RIE (1979-); CUE (1973-); Thesaurus 

(12th, 1990); Microfiche (1966-); 
Online database; ERICTOOLS 
Equipment: MF reader/printer 
Audiences: General public 
Services: ERIC publications; Paper copy 

reproduction 
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(532) OSWEGO COUNTY BOCES 
Curriculum Resource Center 
County Route 64 
Mexico, NY 13114 

Phone: 315/963-7251 Fax: 315/963-3885 



Contact: 

Equipment: 

Audiences: 



Services: 



Carla Rowland 

MF reader; Copier; Microcomputer 
Local school district personnel; 
Elementary school librarians; Secondary 
school librarians 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(533) GENESEE VALLEY BOCES/SCHOOL 
LIBRARY SYSTEM 
267 Lackawanna Avenue 
ML Morris, NY 14510 

Phone: 716/658-3356 Fax: 716/658-2444 



Collection: Online database 

Equipment: MF reader/printer; Copier; Microcomputer 
Audiences: Teachers/Professors; 

Administrators/Directors/Principals 
Services: Online search services; Not available to 

the public 

(534) STATE UNIVERSITY OF NEW YORK AT 
NEW PALTZ 

Sojourner Truth Library 

75 South Manheim Boulevard 

New Paltz, NY 12561-2493 

Phone: 914/257-3710 Fax: 914/257-3670 

E-mail: leec@npvm.newpaltz.edu 



(536) BANK STREET COLLEGE OF EDUCATION 
Library 

610 West 112th Street 
New York, NY 10025 

Phone: 212/875-4456 Fax: 212/875-4558 

E-mail: library@bnkl.bnkst.edu 
URL: http://www.bnkst.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Beth Posuer 

RIE (1966-); Thesaurus (13th, 1995); 
Microfiche (1966-); CD-ROM; 

Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
General public for a fee 
ERIC publications; Online search services; 
Library services; Interlibrary loan; Referrals 



(537) CITY UNIVERSITY OF NEW YORK— BERNARD M. 
BARUCH COLLEGE 
Library 

151 East 25th Street 
New York, NY 10010 
Phone: 212/802-2440 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Michael Calabria, Head of Reference 
RIE (1968-); CUE (1969-); Thesaurus 
(9th, 1982); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



W. Schmidt, Lucille A. Brown, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 
Library services 



(535) COLLEGE OF NEW ROCHELLE 
Gill Library 
Castle Place 

New Rochelle, NY 10805 

Phone: 914/654-5814 Fax: 914/654-5884 

E-mail: cnr5@transit.nyser.net 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Charlotte Diana Moslander, Periodicals 
Librarian 

RIE (1968-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1970-select); 
Online database; ERICTOOLS 
MF reader/printer; Copier; Computer 
terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(538) CITY UNIVERSITY OF NEW YORK— CITY 
COLLEGE LIBRARY 
Reference Division 
21204 North Academic Center 
138th Street at Convent Avenue 
New York, NY 10031 

Phone: 21 2/650-761 0 Fax: 21 2/650-7604 

E-mail: libblj@ccny.edu 

Contact: Betty L. Jenkins, Sally Lyon 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1969-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer 
Audiences: General public 
Services: Library services 
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(539) CITY UNIVERSITY OF NEW YORK— GRADUATE 
SCHOOL AND UNIVERSITY CENTER 
Mina Rees Library 
33 West 42nd Street 
New York, NY 10036 

Phone: 212/642-2874 Fax: 212/642-2896 

E-mail: mrlgc@cunyvm.bitnet 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1975-): CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students 
Library services; Paper copy reproduction 



(540) CITY UNIVERSITY OF NEW YORK— 
HUNTER COLLEGE 
Wexler Library 
695 Park Avenue 
New York, NY 10021 

Phone: 212/772-4180 Fax: 212/772-4142 

E-mail: rlibrary@shiva.hunter.cuny.edu 
URL: http://library.hunter.cuny.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Robert Launch 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer 
University/College faculty and students; 
University/College alumni; University/ 
College consortium members; Friends of 
the library; University/College counselors/ 
social workers; General public for a fee 
ERIC publications; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction; Search 
strategy consultation 



(542) ERIC CLEARINGHOUSE ON URBAN EDUCATION 
Teachers College, Columbia University 
Institute for Urban and Minority Education 
Main Hall, Room 303, Box 40 
New York, NY 10027-6696 

Phone: 212/678-3433 Toll-free: 800/601-4868 

Fax: 212/678-4012 
E-mail: eric-cue@columbia.edu 
URL: http://eric-web.tc.columbia.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dr. Larry Yates, Associate Director; 

Wendy Schwartz, Managing Editor 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC publications; Technical assistance; 
Information dissemination; Online search 
services; Library services; Publication 
production/dissemination; Search strategy 
consultation; Referrals 



(543) FIND/SVP, INC. 

Second Floor 

625 Avenue of the Americas 
New York, NY 10011 

Phone: 2 1 2/645-4500 Fax: 2 1 2/645-7681 

URL: http://www.findsvp.com 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Ogulnick, Vice President 
Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Retainer clients 

Speaker bureaus, expert banks; Online 
search services; Library services; Topical 
packages; Analysis of search results 



(541) COLUMBIA UNIVERSITY 
Teachers College 
Milbank Memorial Library 
525 West 120th Street 
New York, NY 10027 

Phone: 212/678-3494 TTY: 212/678-4124 

Fax: 212/678-3092 

URL: http://lweb.ic.columbia.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Allen Foresta, Head, Research Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Researchers 

Bibliographic instruction; Consultant 
services; Online search services; Library 
services; Interlibrary loan; Search strategy 
consultation; Referrals 



(544) FORDHAM UNIVERSITY 
Library at Lincoln Center 
Columbus Avenue and 60th Street 
New York, NY 10023 
Phone: 212/636-6050 

Contact: Linda LoSchiavo, Dr. Patricia LiButti, 

Susan Baer, Zoe Salem 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College faculty and students; 
University/College alumni 

Services: Training, seminars, workshops; Online 

search services; Paper copy reproduction; 
Microfiche duplication 
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(545) NEW YORK PUBLIC LIBRARY 
Mid-Manhattan Library 
Education Collection 
455 Fifth Avenue 
New York, NY 10016 
Phone: 212/340-0864 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Wo I Sue Lee, Reference Department 
RIE (1977-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
General public 
Library services 



(546) NEW YORK UNIVERSITY 
Bobst Library 

Business and Social Sciences/Documents Center 

70 Washington Square South 

New York. NY 10012 

Phone: 212/998-2600 

URL: http://www.nyu.edu/library/bobst/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
University/College faculty and students 
ERIC videotape; Library services; Paper 
copy reproduction; Search services for 
university community only; Not available to 
the public 



(547) DOWLING COLLEGE 
Library 

150 Idle Hour Boulevard 
Oakdale, NY 11769-1999 

Phone: 516/244-3282 Fax: 516/244-3374 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Francie C. Davis, Reference Librarian; 
Reference Department 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Curriculum guides; Research; 
Consultant services; Information 
dissemination; Online search services; 
Library services; Paper copy reproduction; 
Document delivery; Interlibrary loan 



(548) NEW YORK INSTITUTE OF TECHNOLOGY 
Wisser Memorial Library 
Wheatley Road 
Old Westbury, NY 1 1 568 

Phone: 516/686-7658 Fax: 516/626-291 4 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jeffrey Feinsilver, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College administrators/directors; 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(549) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT OLD WESTBURY 
P.O. Box 229 

Old Westbury, NY 11568-0229 

Phone: 516/876-3151 Fax: 516/876-3325 

E-mail: sunyowl@transit.nyser.net 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



S. Kirkpatrick, Reference; 

B. Walsh, Periodicals 
RIE (1968-1990); CUE (1969-1991); 
Thesaurus (11th, 1987); Microfiche 
(1972-1991); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College faculty and students; 
University/College counselors/social 
workers; Local residents 
Bibliographic instruction; Online search 
services; Library services; Interlibrary loan 



(550) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT ONEONTA 
James M. Milne Library 
Oneonta, NY 13820-4014 

Phone: 607/436-2025 Fax: 607/436-3081 

E-mail: benjamkd@oneonta.edu 

URL: http://www.oneonta.edu/~libweb/index.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Andrea Gerberg, Interlibrary Loan; Kay 
Benjamin, Reference/Database Searching 
RIE (1975-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1974-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 
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(551) ERIE COMMUNITY COLLEGE— SOUTH 
Library 

4041 Southwestern Boulevard 
Orchard Park, NY 14127 

Phone: 716/851-1772 Fax: 716/851-1778 



Collection: RIE (1978-); Thesaurus (13th, 1995) 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer 
Audiences: General public 
Services: Bibliographic Instruction; Curriculum 

guides; Audiovisual equipment; Interlibrary 
loan 

(552) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT OSWEGO 
Penfield Library 
Oswego, NY 13126 

Phone: 315/341-4267 Fax: 315/341-3194 

E-mail: refdesk@oswego.edu 

URL: http://www.oswego.edu/library/library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lee Ann Johst; Thomas J. Larson, 
Coordinator of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(553) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT PLATTSBURGH 
Benjamin F. Feinberg Library 
Plattsburgh, NY 12901 
Phone: 518/564-5190 
E-mail: reference@snyplava.bitnet 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Department 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer 

General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(554) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT POTSDAM 

F.W. Crumb Memorial Library 
Potsdam, NY 13676 

Phone: 315/267-2486 Fax: 315/267-2744 

E-mail: libcrumb@potsdam.edu 
Gppher: potsdam.edu, select Library Services 
URL: http://www.crumb.potsdam.edu/ 



Contact: Holly Chambers, Reference Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM 



(554) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT POTSDAM (cont.) 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: General public 

Services: ERIC microfiche via Interlibrary loan; ERIC 

training; Online search training; 
Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 



(555) MARIST COLLEGE LIBRARY 
82 North Road 
Poughkeepsie, NY 12601 

Phone: 914/575-3199 Fax: 914/575-3150 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Katy Silberger, Instructional 
Services Librarian 

CUE (1983-); Thesaurus (13th, 1995); 
Microfiche (1990-); CD-ROM 
MF reader/printer; Copier; Microcomputer 
University/College faculty and students; 
University/College librarians; University/ 
College administrators/directors; General 
public with restrictions 
Bibliographic instruction; Technical 
assistance; Online search services; Paper 
copy reproduction; Document delivery; 
Interlibrary loan 



(556) MAHATTANVILLE COLLEGE LIBRARY 
2900 Purchase Street 
Purchase, NY 10577 
Phone: 914/694-2200 



Contact: Suzanne Cascio, Reference Librarian 

Collection: RIE (1966-); CUE (1972-); Thesaurus 

(12th, 1990); Microfiche (1986-); 

Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students 
Services: Bibliographic instruction; Curriculum 

guides; Technical assistance; Information 
dissemination; Online search services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation; Educational 
documents index; Educational documents 
abstracts 
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(557) NAZARETH COLLEGE OF ROCHESTER 
Lorette Wilmot Library 
4245 East Avenue 
P.O. Box 18950 
Rochester, NY 14618-0950 
Phone: 716/586-2525 Fax: 716/248-8766 

E-mait: jsburr@libaa.naz.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Jennifer Burr. Reference Coordinator; 

Scott Smith, Director, Reader Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1977-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College faculty and students; 
University/College counselors/social 
workers; Area residents 
Online search services; Library services; 
Paper copy reproduction 



(558) ROBERTS WESLEYAN COLLEGE 
Sprague Library 
2301 Westside Drive 
Rochester, NY 14624-1997 
Phone: 716/594-6499 Fax: 716/594-6543 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sylvia Brown, Director of Reference and 
Bibliographic Instruction Services; Charles 
Canon, Director of Technical Services 
RIE (1989-); CUE (1981-); Thesaurus 
(13th, 1995); Microfiche (1990-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College community 
Bibliographic instruction; Library services; 
Paper copy reproduction; Search services 
for university community only 



(559) ROCHESTER INSTITUTE OF TECHNOLOGY 
Wallace Library 
Reference Department 
90 Lomb Memorial Drive 
Rochester, NY 14623-5604 
Phone: 716/475-2569 Fax: 716/475-6490 

E-mail: scswml@ritvax.bitnet 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sarah Reynolds, Coordinator, General 
Reference; Melanie Norton, Reference 
RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Interlibrary loan 



(560) ST. JOHN FISHER COLLEGE 
Lavery Library 
3690 East Avenue 
Rochester, NY 14618 

Phone: 716/385-8141 Fax: 716/385-8445 

E-mail: vanbuskirk@sjfc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judith Van Buskirk, Head. Reference; 
Nancy Martin. Head. Reader Services 
RIE (1975-1992); CUE (1972-); 

Thesaurus (13th, 1995); Online database 
MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College administrators/directors; 
General public with restrictions; University/ 
College librarians 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(561) UNIVERSITY OF ROCHESTER 
Rush Rhees Library 
Reference Department 
Rochester, NY 14627 
Phone: 716/275-4437 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Kathleen McGowan, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th. 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(562) NIAGARA COUNTY COMMUNITY COLLEGE 
Library Learning Center 
3111 Saunders Settlement Road 
Sanborn. NY 14132-9460 

Phone: 716/731-3271 x406 Fax: 716/731-7118 
E-mail: tuohey@alpha.sunyniagara.cc.ny.us 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Jeanne Tuohey, Reference Librarian 
RIE (1966-); Thesaurus (13th, 1995); 
Onlirie database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

Community colleges; Area residents 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Search services 
for university community only; Interlibrary 
loan 
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(563) PECONIC TEACHER CENTER 
141 Narrow Lane 
Southampton, NY 11968 

Phone: 516/283-6800 x261 Fax: 516/283-1905 

Collection: Thesaurus (12th, 1990); CD-ROM; 

ERICTOOLS 

Audiences: Local school district personnel 
Services: Library services 

(564) ST. BONAVENTURE UNIVERSITY 
Friedsam Memorial Library 

St Bonaventure. NY 14770 
Phone: 716/375-2342 Fax: 716/375-2389 

E-mail: reference@sbu.edu 
URL: http://www.cs.sbu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services; 



Theresa A. Shaffer, Dr. Michael Spencer, 
Reference Librarians 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-1974; 
1978-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents 

Online search services; Paper copy 
reproduction 



(565) CITY UNIVERSITY OF NEW YORK COLLEGE AT 
STATEN ISLAND 
Library 

2800 Victory Boulevard 

Staten Island. NY 10314-6099 

Phone: 718/982-4000 Fax: 718/982-4015 

Gopher: gopher.library.csi.cuny.edu 

URL: http://www.library.csi.cuny.edu/library.html 



Contact: 

Collection: 

Equipment: 

Audiences; 

Services; 



Raja Jayatilleke, Head, Access Services; 
Jerome Mardison, Head, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College faculty and students; 
University/College counselors/social 
workers 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(566) WAGNER COLLEGE 
Horrmann Library 

Howard Avenue and Campus Road 
Staten Island, NY 10301 

Phone: 718/390-3401 x401 Fax: 718/390-3107 
E-mail: wagner2@metgate.metro.org 



Contact: Richard Palumbo, Carole Bruce, 

Reference Librarians 

Collection: RIE (1968-); CUE (1985-); Thesaurus 

(13th, 1995); Microfiche (1972-); CD-ROM; 
Online database 



(566) WAGNER COLLEGE (cont.) 

Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College administrators/directors; 

University/College faculty and students; 
University/College counselors/social 
workers 

Services: ERIC publications; Online search services; 

Paper copy reproduction 

(567) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT STONY BROOK 

Frank Melville Memorial Library 
Video-Micro Department, Second Floor 
Nicolls Road 

Stony Brook, NY 11794-3331 

Phone: 516/632-7104 Fax: 516/632-7116 

E-mail: pwiener@ccmail.sunysb.edu 

URL: http://www.sunysb.edu/library/ldintro.htm 



Contact; 

Collection: 



Equipment: 

Audiences; 

Services: 



Paul B. Wiener, Video/Microforms Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer 
General public 

Bibliographic instruction; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Microfiche duplication; 
Microfiche blowback; Interlibrary loan 



(568) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT STONY BROOK 
Health Sciences Center Library 
Level 3 

Stony Brook. NY 22903 
Phone: 516/444-3099 



Contact: 

Collection: 

Equipment- 

Audiences: 

Services; 



Reference Librarian 

RIE (1966-); Thesaurus (10th, 1984); 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Hospital personnel; Area residents; 
Medical center faculty; Medical community 
Online search services 



(569) ROCKLAND COMMUNITY COLLEGE 
Library Media Center 
145 College Road 
Suffern, NY 10901-3699 

Phone: 914/574-4412 Fax: 914/574-4424 



Contact: Luis R. Ramos, Public Services Librarian 

Collection: RIE (1981-); CUE (1987-); Thesaurus 

(13th, 1995); Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
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(569) ROCKLAND COMMUNITY COLLEGE (cont.) 

Audiences: University/College faculty and students; 

Area residents; Administrators/Directors/ 
Principals; Authorized library users; 
Community colleges 

Services: Bibliographic instruction; Library services; 

Paper copy reproduction; Interlibrary loan 



(570) ERIC CLEARINGHOUSE ON INFORMATION 
& TECHNOLOGY 
Syracuse University 

4-194 Center for Science and Technology 
Syracuse, NY 13244-4100 

Phone: 315/443-3640 Toll-free: 800/464-9107 

Fax: 315/443-5448 

E-mail: eric@ericir.syr.edu; askeric@ericir.syr.edu 
Gopher: ericir.syr.edu 
URL: http://ericir.syr.edu/ithome 
URL AskERlC: http://ericir.syr.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Eric Plotnick, Assistant Director 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader/printer; Copier; Microcomputer; 

Computer terminal 

General public 

ERIC training; Online search training; 
Information dissemination; Online search 
services; Library services; Publication 
production/dissemination; Search strategy 
consultation; Referrals 



(571) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT SYRACUSE 
Health Science Center Library 
766 Irving Avenue 
Syracuse, NY 13210 

Phone: 315/464-4581 Fax: 315/464-7199 

E-mail: uvap@vax.cs.hscsyr.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Peter A. Uva, Head, Public Services; 
James Capadagli, Diane Hawkins, 
Reference 

Thesaurus (11th, 1987); CD-ROM; Online 
database 

MF reader/printer; Copier; Microcomputer; 
Computer terminal 
General public 

Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(572) SYRACUSE CITY SCHOOL DISTRICT TEACHER 
CENTER 
501 Park Street 
Syracuse, NY 13203 

Phone: 315/435-4217 Fax: 315/435-4218 

E-mail: amvoutsi@freeside.scsd.k1 2. ny. us 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1968-1982); CUE (July-December 
1977); Thesaurus (10th, 1984); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Local school district personnel 
Research; Information dissemination; 
Online search services; Library services; 
Paper copy reproduction 



(573) SYRACUSE UNIVERSITY 
Ernest Stevenson Bird Library 
222 Waverly Avenue 
Syracuse, NY 13244-2010 

Phone: 315/443-4083 Fax: 315/443-2060 

E-mail: libref@hawk.syr.edu 
URL: http://web.syr.edu/-libweb/ 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Pamela McLaughlin, Electronic Resources 
Coordinator; Edward Goodman, Education 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CO-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer ternninal 
University/College faculty and students; 
Area residents; Area business personnel; 
Inservice teachers; Local school district 
personnel; ERIC Clearinghouses; 

Librarians 

ERIC microfiche via interlibrary loan; ERIC 
training; Training, seminars, workshops; 
Online search training; Bibliographic 
instruction; Curriculum guides; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Document delivery; Interlibrary 
loan; Search strategy consultation; 
Referrals 



(574) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT UTICA/ROME 
Institute of Technology 
Marcy Campus 
P.O. Box 3051 
Utica, NY 13504 

Phone: 315/792-7245 Fax: 315/792-7517 



Contact: Mary Strife, Head, Public Services; 

Jacquelyn Couglan, Reference Librarian 
Collection: RIE (1967-); CUE (1969-); Thesaurus 

(9th, 1982); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier 
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(574) STATE UNIVERSITY OF NEW YORK— COLLEGE 
AT UTICA/ROME (cont.) 

Audiences: University/College faculty and students; 

Area faculty and students; Area residents 
Services: Online search services; Library services; 

Paper copy reproduction; Interlibrary loan 

(575) AMERICAN HEALTH FOUNDATION 
Naylor Dana Institute 

Valhalla, NY 10595 

Phone; 914/789-7171 Fax: 914/592-6317 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



N. Sweeney 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public by request 
Paper copy reproduction 



(576) ERIE COMMUNITY COLLEGE-NORTH 
6205 Main Street 
Williamsville, NY 14221 

Phone: 716/851-1273 Fax: 716/851-1277 

E-mail: heidlejh@snybufva.bitnet 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



John Heidle 

RIE (1981-); Thesaurus (12th, 1990); 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
University/College librarians 
ERIC microfiche via interlibrary loan; 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only; Interlibrary loan 



(577) PUTNAM/NORTH WESTCHESTER 
COUNTIES BOCES 
Professional Library 
Yorktown Heights, NY 10598 
Phone: 914/245-2700 x347 Fax: 914/245-4540 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Ayers, School Library 
System Coordinator 
RIE (1968-); CUE (1978-); Thesaurus 
(12th, 1990); Microfiche (1968-); 

Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

ERIC training; Research; Information 
dissemination; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 
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(578) UNIVERSITY OF NORTH CAROLINA 
AT ASHEVILLE 
D. Hiden Ramsey Library 
One University Heights 
Asheville, NC 28804 

Phone: 704/251-61 1 1 Fax: 704/251-6012 

E-mail: greene@unca.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Araby Greene, Reference Librarian; Anita 
White-Carter, Public Services 
RIE (1969-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
General public 

Library services; Paper copy reproduction; 
Search services for university community 
only 



(579) BELMONT COLLEGE 
Abbot Vincent Taylor Library 
Belmont, NC 28012 

Phone: 704/825-6741 Fax: 704/825-6743 



(581) APPALACHIAN STATE UNIVERSITY 
Belk Library 
Reference Services 
Boone, NC 28608 

Phone: 704/262-2186 Fax: 704/262-3001 

E-mail: libinfo@conrad.appstate.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Suzanne Wise, Allen Antone, Reference 
Librarians 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction 



(582) CAMPBELL UNIVERSITY 
Carrie Rich Memorial Library 
Reference Department 
Buies Creek, NC 27506 

Phone: 910/893-1467 Fax: 910/893-1470 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cindy Buhi, Reference Librarian 
RIE (1969-1983; 1985-); CUE (1969-); 
Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
University /Co liege consortium members; 
Friends of the library 
Bibliographic instruction; Online search 
services; Library services; Interlibrary loan 



(580) GARDNER-WEBB UNIVERSITY 
Dover Memorial Library 
P.O. Box 836 
Boiling Springs, NC 28017 

Phone: 704/434-4294 x293 Fax: 704/434-4623 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Cooke, Public Services Librarian 
RIE (1968-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan; 
Educational documents index; Educational 
documents abstracts 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1975-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Local residents 

Bibliographic Instruction; Paper copy 
reproduction 



(583) UNIVERSITY OF NORTH CAROLINA AT 
CHAPEL HILL 
Walter Royal Davis Library 
Chapel Hill, NC 27514 

Phone: 919/962-1151 TTY: 919/962-5108 

Fax: 919/962-4451 
E-mail: reference@unc.edu 
URL: http://sunsite.unc.edu/reference/index.html 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Paula Hinton, Social Sciences Reference 
Librarian; Maureen St. John-Breen 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Microcomputer; 

Computer terminal 
General public 

Bibliographic instruction; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation 
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(584) CHARLOTTE-MECKLENBURG SCHOOLS 
Curriculum Research Center 
428 West Boulevard 
Charlotte, NC 28203 

Phone: 704/343-5400 x43 Fax: 704/343-5408 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Barbara M, Waymer, Professional Library 
Specialist/Media 

RIE (1966-); CUE (1974-1976); Microfiche 
(1966-); CD-ROM 
MF reader/printer; Microcomputer 
Local school district personnel; State 
education community; Local education 
community; General public with 
restrictions; Public school teachers 
ERIC training; Bibliographic instruction; 
Research; Information dissemination; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
services for school personnel only; Search 
strategy consultation 



(585) UNIVERSITY OF NORTH CAROLINA AT 
CHARLOTTE 
J. Murrey Atkins Library 
Charlotte, NC 28223 

Phone: 704/547-2241 Fax: 704/547-3050 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Lorraine Penninger, Education Librarian; 
Judy Walker, Curriculum Materials 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer 

Administrators/Directors/Principals; 
University/College faculty and students; 
University/College consortium members; 
State residents; Researchers; 
Teachers/Professors; General public with 
restrictions 

ERIC publications; Bibliographic 
instruction; Curriculum guides; Online 
search services; Library services; Paper 
copy reproduction; Interlibrary loan 



(586) WESTERN CAROLINA UNIVERSITY 
Hunter Library 
Cullowhee, NC 28723 
Phone: 704/227-7274 



Contact: 

Collection: 



Equipment: 



Lorna Dorr, Coordinator of Online 
Searching; Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 



(586) WESTERN CAROLINA UNIVERSITY (cont.) 

Audiences: University/College faculty and students; 
Area residents 

Services: ERIC publications; Bibliographic 

instruction; Online search services; Library 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 

(587) NORTH CAROLINA CENTRAL UNIVERSITY 
J,E. Sheppard Memorial Library 

Durham, NC 27707 

Phone: 919/560-6475 Fax: 919/560-6055 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Debora E, Hazel, Head of Reference 
RIE (1969-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1979-); 

Online database 
MF reader; MF reader/printer; 
Computer terminal 

University/College community; General 
public for a fee 
Online search services 



(588) ELIZABETH CITY STATE UNIVERSITY 
G.R, Little Library 
Parkview Drive 
Elizabeth City, NC 27909 
Phone: 919/335-3426 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Claude Green, Administrative Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1967-1977) 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students 
Library services 



(589) ELON COLLEGE LIBRARY 
P.0, Box 187 
Elon College, NC 27244 

Phone: 910/584-2338 Fax: 910/584-2479 

E-mail: lepors@numen,elon,edu 
URL: http ://www, elon.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Teresa LePors, Public Services Librarian; 
Connie Keller, Technical Services Librarian 
RIE (1970-); CUE (1982-); Thesaurus 
(13th, 1995); Microfiche (1980-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microfilm reader/printer 
General public 

Bibliographic instruction; Search services 
for university community only; Interlibrary 
loan 



if. 
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(590) FAYETTEVILLE STATE UNIVERSITY 
Charles Waddell Chesnutt Library 
Murchison Road 
Fayetteville, NC 28301-4298 
Phone: 919/486-1233 Fax: 919/486-1746 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Eloise Cave, Reference Librarian 

RIE (1971-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1970-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Computer 

terminal 

General public 

Online search services; Library services; 
Paper copy reproduction 



(591) FORT BRAGG 
Main Post Library and 
Command Reference Center 
Fort Bragg, NC 28307-5000 
Phone: 910/396-3523 Fax: 910/396-8872 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy Kutulas, Reference Librarian; 
Patricia Davis, Supervisory Librarian 
RIE (September 1977-); CUE (1978-); 
Thesaurus (10th, 1984); Microfiche 
(1968-); Online database 
MF reader/printer; MF duplicator; Copier 
Military personnel; General public with 
restrictions 

Library services; Paper copy reproduction; 
Microfiche duplication 



(593) NORTH CAROLINA AGRICULTURAL AND 
TECHNICAL STATE UNIVERSITY 
Ferdinand Douglas Bluford Library 
1601 East Market Street 
Greensboro, NC 27411-1075 
Phone: 910/334-7782 Fax: 910/334-7783 

E-mail: blounte@diana.ncat.edu 
URL: http://www.library.ncat.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Evelyn Blount; Reference Librarian 
RIE (1966-1969; 1972-); CUE (1978-); 
Thesaurus (12th, 1990); Microfiche 
(1960-1972; 1974; 1976-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Search strategy consultation 



(594) SOUTHEASTERN REGIONAL VISION 
FOR EDUCATION 
P.O. Box 5367 
Greensboro, NC 27435 

Phone: 910/334-3211 Toll-free: 800/755-3277 

Fax: 910/334-3268 

E-mail: rforbes@serve.org 

Telnet: 198.79.64.111 

URL: http://www.serve.org 



(592) ERIC CLEARINGHOUSE ON COUNSELING AND 
STUDENT SERVICES 
School of Education 

University of North Carolina at Greensboro 
1000 Spring Garden Street 
Greensboro, NC 27412-5001 

Phone: 910/334-4114 Toll-free: 800/414-9769 

Fax: 910/334-4116 
E-mail: ericcass@iris.uncg.edu 
URL: http://www.uncg.edu/~ericcas2 

Contact: Rob Bohall, Assistant Director for 

Information Services 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier 
Audiences: General public 
Services: ERIC publications; ERIC training; 

Meetings, conferences; Training, seminars, 
workshops; Consultant services; 
Information dissemination; Publication 
production/dissemination; Topical 
packages; Search strategy consultation 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (select); CD-ROM; 
Online database; ERICTOOLS 
MF reader; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC training; Online search training; 
Technical assistance; Information 
dissemination; Online search services; 
Library services; Topical packages; 
Analysis of search results 



(595) UNIVERSITY OF NORTH CAROLINA AT 
GREENSBORO 
Reference Department 
Jackson Library 
Greensboro, NC 27412 

Phone: 910/334-5419 Fax: 910/334-5097 

E-mail: schumac@inis.uncg.edu 
URL: http://www.uncg.edu 

Contact: Mark Schumacher, Assistant Reference 

Librarian; Nancy Fogarty; Robert Gaines 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 
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(595) UNIVERSITY OF NORTH CAROLINA 
AT GREENSBORO (cont.) 

Audiences; University/College faculty and students; 
Area residents 

Services: Online search services; Library services; 

Paper copy reproduction; Search strategy 
consultation 

(596) EAST CAROLINA UNIVERSITY 
Joyner Library 

Greenville, NC 27858-4353 

Phone: 919/328-6201 Fax: 919/328-4834 

E-mail: dansho@joyner.lib.ecu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Daniel Shouse, Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

Computer terminal 
General public 

Speaker bureaus, expert banks; Training, 
seminars, workshops; Bibliographic 
instruction; Online search services; Paper 
copy reproduction; Microfiche duplication; 
Interlibrary loan; Search strategy 
consultation 



(597) LENOIR-RHYNE COLLEGE 
Carl A. Rudisill Library 
P.O. Box 7548 

Seventh Avenue at Eighth Street, NE 
Hickory, NC 28603 

Phone: 704/328-7236 Fax: 704/328-7338 

URL: http://www.lrc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Burl McCuiston, Acquisitions/Reference 
Librarian 

RIE (1970-); CUE (1977-); Thesaurus 
(11th, 1987); Microfiche (1978-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Library services; Paper 
copy reproduction; Search services for 
university community only; Interlibrary loan 



(598) MARS HILL COLLEGE 
Memorial Library 
Mars Hill, NC 28754 

Phone: 704/689-1244 Fax: 704/689-1474 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Vicki Gadberry 

CUE (1980-); Thesaurus (12th, 1990); 
Microfiche (April 1990-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Elementary school teachers; Secondary 
school teachers; Teacher educators 
Bibliographic instruction; Interlibrary loan 



(599) PEMBROKE STATE UNIVERSITY 
Mary Livermore Library 
Faculty Row 
Pembroke, NC 28372 

Phone: 919/521-6516 Fax: 919/521-6547 

E-mail: jeansexton@pembvax1 .pembroke.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robert Canioa, Automated Public Services 
Librarian; Jean Sexton, Coordinator, 
Technical Services 

RIE (1973-); CUE (1978—); Thesaurus 
(12th, 1990); Microfiche (1982-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Educational documents index; Educational 
documents abstracts 



(600) DATA-SEARCH 
P.O. Box 635 
Pittsboro, NC 27312 
Phone: 919/542-5114 
Fax: 919/542-5514 



Toll-free: 800/682-6232 



Collection: 

Equipment: 

Audiences: 

Services: 



Online database 

MF reader; Copier; Microcomputer; 
Computer terminal 
General public for a fee 
Online search services; Paper copy 
reproduction; Microfiche duplication; 
Microfiche blowback; Document delivery; 
Document delivery 



(601) NORTH CAROLINA STATE UNIVERSITY 
North Carolina State University Libraries 
Box 7111 

Raleigh, NC 27695-7111 

Phone: 919/51 5-2936 Fax: 919/51 5-7098 

URL: http://www.lib.ncsu.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Steven Backs, Social Services Librarian 
RIE (1966-1995); CUE (1969-1995); 
Thesaurus (12th, 1990); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; 

MF duplicator; Microcomputer 
Administrators/Directors/Principals; 
University/College faculty and students; 
University/College community; General 
public with restrictions 
ERIC training; Training, seminars, 
workshops; Online search training; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Microfiche blowback; Search services for 
university community only; Search strategy 
consultation; Educational documents index; 
Educational documents abstracts; 

Referrals 
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(602) STATE DEPARTMENT OF PUBLIC INSTRUCTION 
NCDPI/Room 540 
Education Information Services 
301 North Wilmington Street 
Raleigh, NC 27601-2825 

Phone: 919/715-1536 Fax: 919/733-4762 

E-mail: hhiatt@dpi.state.nc.us 
URL: http://www.dpi.state.nc.us 



Collection: 



Equipment: 



Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public for a fee 
ERIC publications; Library services; Paper 
copy reproduction; Microfiche duplication; 
Search services for school personnel only; 
Search services for state agencies only 



(603) CATAWBA COLLEGE 
Corriher Linn Black Library 
2300 West Innes Street 
Salisbury, NC 28144 

Phone: 704/637-4448 Fax: 704/637-4304 

E-mail: ref@catawba.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jacquelyn Sims, Head of Information 
Services 

RIE (1968-); CUE (1985-); Thesaurus 
(12th, 1990); Microfiche (1980-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; Search 
services for university community only; 
Document delivery; Interlibrary loan 



(604) UNIVERSITY OF NORTH CAROLINA 
AT WILMINGTON 

William Madison Randall Library 
601 South College Road 
Wilmington, NC 28403 

Phone: 919/395-3760 Fax: 919/395-3863 

E-mail: libref@uncwil.edu 
Gopher: vxa.ocis.uncwil.edu 
URL: http://www.uncwil.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Celeste Millen; Louise Jackson, Head 
of Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(605) WINGATE UNIVERSITY LIBRARY 
P.O. Box 219 
Wingate, NC 28174 

Phone: 704/233-8091 Fax: 704/233-8254 

E-mail: library@wingate.edu 
URL: http://www.wingate.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Richard Pipes, Jimm Wetherbee, 

Reference Librarians 

RIE (1985-); Thesaurus (11th, 1987); 

Microfiche (1980-); CD-ROM; Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Computer terminal 

University/College faculty and students; 
Friends of the library; Trustees; University/ 
College administrators/directors; 
University/College community; University/ 
College librarians; Area faculty and 
students 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Curriculum 
guides; Research; Online search services; 
Library services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation; Not available to the public 



(606) SALEM COLLEGE 
Dale H. Gramley Library 
Winston-Salem, NC 27108 

Phone: 910/721-2649 Fax: 910/917-5339 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Taylor, Public Services Librarian 
RIE (1985- fiche); Thesaurus (12th, 1990); 
CD-ROM; Online database 
MF reader/printer; Copier; Microcomputer 
University/College community 
Bibliographic instruction; Online search 
services; Interlibrary loan 



(607) WAKE FOREST UNIVERSITY 
Z. Smith Reynolds Library 
P.O. Box 7777, Reynolda Station 
Winston-Salem, NC 27109 

Phone: 910/759-5475 Fax: 910/759-9831 

E-mail: askzak@lib.wfu.edu 

URL: http://www.wfu.edu/library/referenc/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Bobbie Collins, Reference Librarian 
RIE (1970-); CUE (1970-); Thesaurus 
(13th, 1995); Microfiche (1988-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 
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(608) WINSTON-SALEM/FORSYTH COUNTY SCHOOLS 
Curriculum Laboratory 
P.O. Box 2513 
1605 Miller Street 
Winston-Salem, NC 27102 
Phone: 910/727-2373 Fax: 910/727-8404 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ruby Hunt, Program Specialist Media; 
Shirley Bodimea 

Thesaurus (11th, 1987); Microfiche 
(1979-) 

MF reader/printer; Copier; Microcomputer 
General public 

Research; Library services; Search 
services for school personnel only 



(609) WINSTON-SALEM STATE UNIVERSITY 
C.G. O’Kelly Library 
Winston-Salem, NC 27110 
Phone: 910/750-2440 Fax: 910/750-2459 



Contact: Terry Brandsma, Vicki Miller, Reference 

Librarians 

Collection: RIE (1973-1980; 1981-); Thesaurus (10th, 

1984); Microfiche (1980-); 

Online database 

Equipment: MF reader; MF reader/printer 
Audiences: University/Coliege faculty and students 
Services: Online search services; Paper copy 

reproduction; Educational documents 
abstracts 
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(610) UNIVERSITY OF MARY LIBRARY 
7500 University Drive 

Bismarck. ND 58504 

Phone: 701/255-7500 x402 Fax: 701/255-7690 
E-mail: d.teach@mail.cdlm.lib.nd.us 

Collection: Microfiche (1990-); CD-ROM 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: Bibliographic instruction; Library services; 

Audiovisual equipment; Interlibrary loan; 
Search strategy consultation 

(611) UNIVERSITY OF NORTH DAKOTA 
Chester Fritz Library 

Box 9000 

Grand Forks, ND 58202-9000 

Phone: 701/777^642 Fax: 701/777-3319 

E-mail: jspaeth@badlands.nodak.edu 

URL: http://www.und.nodak.edu/dept/library/index.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patricia Berntsen, Assistant Director, 

Public Services; Janet Spaeth, 

Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Copier 
University/College faculty and students; 
State vocational educators 
ERIC microfiche via interlibrary loan; ERIC 
training; Online search services; Paper 
copy reproduction; Microfiche duplication; 
Document delivery; Interlibrary loan; 
Search strategy consultation 



(612) MINOT STATE UNIVERSITY LIBRARY 
500 University Avenue, NW 
Minot, ND 58707 

Phone: 701/858-3200 Fax: 701/858-3581 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(11th. 1987); Microfiche (1980-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; Slide 
show on ERIC; ERIC training; Bibliographic 
instruction; Research; Information 
dissemination; Online search services; 
Library services 
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(613) UNIVERSITY OF AKRON 
Bierce Library 

Collection Management Department 
315 Buchtel Commons 
Akron, OH 44325-1707 

Phone: 330/972-5171 Fax: 330/972-6383 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Steve Aby, Education Bibliographer; 

Mae Schreiber, Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC training; Speaker bureaus, expert 
banks; Bibliographic instruction; Online 
search services; Library services; Paper 
copy reproduction; Microfiche duplication; 
Analysis of search results; Interlibrary loan 



(614) ASHLAND UNIVERSITY 

Library 

Ashland, OH 44805 

Phone: 419/289-5402 Fax: 419/289-5422 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sue Ellen Ronk, Head of Reference 
Thesaurus (12th, 1990); Microfiche 
(1975-1977 select; 1978-); CD-ROM; 
Online database 

MF reader/printer; Copier; Computer 

terminal 

General public 

ERIC training; Library services; Paper copy 
reproduction 



(615) OHIO UNIVERSITY 
Acquisitions Department 
Athens, OH 45701 

Phone: 614/593-2699 Fax: 614/593-2959 

E-mail: weinberg@ouvaxa.cats.ohiou.edu 
Gopher: alice.library.ohiou.edu 
URL: http://www.library.ohiou.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Wanda Weinberg, Reference; 

Theodore Foster, Head, Microforms 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 



(616) BALDWIN-WALLACE COLLEGE 

Ritter Library 
57 East Bagley Road 
Berea, OH 44017 

Phone: 216/826-2206 Fax: 216/826-8558 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Richard D. Densmore, Head, Public 
Services 

RIE (1967-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1974-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College faculty and students; 
University/College counselors/social 
workers; Area residents 
ERIC training; Online search services; 
Library services; Paper copy reproduction 



(617) BOWLING GREEN STATE UNIVERSITY 
Jerome Library 
Bowling Green, OH 43403 

Phone: 419/372-2362 Fax: 419/372-7996 

E-mail: libhelp@listproc.bgsu.edu 
Gopher: gopher.bgsu.edu 
URL: http://www.bgsu.edu/colleges/library/llr.html 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Kelly Moore, Coordinator of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library service^; 
Microfiche duplication; Microfiche 
blowback; Interlibrary loan; Search strategy 
consultation 



(618) MALONE COLLEGE 
Everett L. Cattell Library 
515 25th Street. NW 
Canton, OH 44907 

Phone: 216/471-8317 Fax: 216/454-6977 

Contact: Jan Anderson 

Collection: RIE (1966-); CUE (1980-); Thesaurus 

(12th, 1990); Microfiche (1989-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 

Audiences: General public postsecondary age 
Services: CUE article delivery; Bibliographic 

instruction; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Microfiche duplication; 
Interlibrary loan; Search strategy 
consultation 
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(619) WRIGHT STATE UNIVERSITY— WESTERN OHIO 
Library 

175 Dwyer Hall 
7600 State Route 703 
Celina, OH 45822 
Phone: 419/586-2365 x33 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (11th, 1987) 

MF reader/printer; Copier; Computer 

terminal 

General public 

Library services; Paper copy reproduction; 
Microfiche duplication 



(620) COLLEGE OF MOUNT ST. JOSEPH 
Archbishop Alter Library 
5701 Delhi Road 
Cincinnati, OH 45233-1671 
Phone: 513/244-4216 Fax: 513/244-4355 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Faigner, Head, Public Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1967-); CD-ROM 
MF reader; Copier; Computer terminal 
University/College faculty and students 
Bibliographic instruction; Interiibrary loan; 
Search strategy consultation 



(621) PUBLIC LIBRARY OF CINCINNATI AND 
HAMILTON COUNTY 
800 Vine Street 
Cincinnati, OH 45202-2071 
Phone: 513/369-6940 TTY: 513/369-6900 

Fax; 513/369-6063 
E-mail: susanhettinger@plch.lib.oh.us 



(623) XAVIER UNIVERSITY 
McDonald Memorial Library 
3800 Victory Parkway 
Cincinnati, OH 45207-5211 
Phone: 513/745-3881 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Vicki Young, Head, Public Services; 
Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1971-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(624) CLEVELAND STATE UNIVERSITY 
Library 

1860 East 22nd Street 
Cleveland, OH 44115 

Phone: 216/687-2374 Fax: 216/687-2383 

E-mail: r0103@vmcms.csuohio.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Robert Benninghoff, Education Librarian; 
Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Susan Hettinger, Education/Religion 
Librarian; Arlene Belletire, First Assistant 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1976-); Online 
database 

MF reader; MF reader/printer; Copier 
General public 

Online search services; Library services; 
Paper copy reproduction 



(622) UNIVERSITY OF CINCINNATI 
Chemistry-Biology Library 
503 Rieveschel Hall 
Mail Location 0151 
Cincinnati, OH 45221-0151 
Phone: 513/556-1494 Fax; 513/556-1103 

E-mail: tebo@ucbeh.san.uc.edu 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (9th, 1982); Online database 
MF reader/printer; Copier 
General public 
Online search services 



(625) CAPITAL UNIVERSITY LIBRARY 
2199 East Main Street 
Columbus, OH 43209 

Phone: 614/236-6436 Fax; 614/236-6490 

E-mail; mmorris@capital.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mary Ann Morris, Acquisitions and 

Periodicals Librarian 

RIE (1968-); CUE (1972-); Thesaurus 

(12th, 1990); Microfiche (1982-); Online 

database 

MF reader/printer 

General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction 



(626) COLUMBUS METROPOLITAN LIBRARY 
96 South Grant Avenue 
Columbus, OH 43215 

Phone: 614/645-2750 Fax: 614/645-2051 



Contact: Manager, Magazines and Newspapers 

Division 

Collection: RIE (1975-); CUE (1982-); Thesaurus 

(10th, 1984); Online database 
Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 
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(626) COLUMBUS METROPOLITAN LIBRARY (cont.) 
Audiences: General public 

Services: Information dissemination; Online search 

services; Library services; Publication 
production/dissemination; Paper copy 
reproduction; Search strategy consultation; 
Referrals 

(627) ERIC CLEARINGHOUSE FOR SCIENCE, 
MATHEMATICS, AND ENVIRONMENTAL 
EDUCATION 

The Ohio State University 
1929 Kenny Road 
Columbus, OH 43210-1080 

Phone: 614/292-6717 Toll-free; 800/276-0462 

Fax: 614/292-0263 

E-mail: ericse@osu.edu 

Gopher: gopher.ericse.ohio-state.edu 

URL: http://www.ericse.org 



(629) THE OHIO STATE UNIVERSITY 
Education/Psychology Library 
060 Arps Hall 
1945 North High Street 
Columbus, OH 43210 

Phone: 614/292-6275 Fax: 614/292-8012 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Mary Gouke, Martin Jamison, Marian 
Shemberg, Reference 
RIE (1966-); CUE (1969—); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College consortium members; 
General public with restrictions 
ERIC training; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Linda Milbourne 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
General public 

Online search services; Curriculum guides; 
Technical assistance; Audiovisual 
equipment; Educational documents index; 
Educational documents abstracts; 

Referrals 



(628) ERIC CLEARINGHOUSE ON ADULT, CAREER, 
AND VOCATIONAL EDUCATION 
The Ohio State University 
1900 Kenny Road 
Columbus, OH 43210-1090 

Phone: 614/292-4353 Toll-free: 800/848-4815 

Fax: 614/292-1260 

E-mail: ericacve@magnus.acs.ohio-state.edu 
URL: http ://www. osu .ed u/u n its/ed u cation/cete/ericacve/ 
lndex.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judy Wagner, Search Services; 

Steve Chambers, Microfiche Collection 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

ERIC training; Online search training; 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 

Search strategy consultation; Referrals 



(630) STATE LIBRARY OF OHIO 
65 South Front Street 
Columbus, OH 43215-4163 
Phone: 614/644-7061 Fax: 614/644-7004 

E-mail: research@slonet.ohio.gov 
URL: http://winslo.ohlo.gov 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Clyde Hordusky, Head, Research Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
State government personnel; State 
residents 

Search services for state agencies only 



(631) UNIVERSITY OF DAYTON 
Roesch Library 
300 College Park Avenue 
Dayton, OH 45469 

Phone: 513/229-4270 Fax: 513/229-4590 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robert Montavon, Assistant Director, 
Publication Services; Linda Keir Simons, 
Coordinator 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; CUE 
article delivery; Bibliographic instruction; 
Information dissemination; Online search 
services; Paper copy reproduction; 
Microfiche duplication; Document delivery; 
Interlibrary loan; Search strategy 
consultation; Referrals 
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(632) WRIGHT STATE UNIVERSITY 
Paul Laurence Dunbar Library 
Colonel Glenn Highway 
Dayton, OH 45435 

Phone: 513/873-2925 TTY: 513/873-2531 

Fax: 513/873-^109 
E-mail; llbnet@wrightedu 



(635) LAKELAND COMMUNITY COLLEGE 
7700 Clocktower Drive 
Kirtland, OH 44094-5198 

Phone: 216/953-7069 TTY: 216/953-7006 

Toll-free: 800/589-8520 
Fax: 216/953-9710 
Telnet: 198.30.230.3 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Douglas Kaylor, Head, Reference and 

Resource Services; Dorothy Auchter, 

Education Reference 

RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Local residents 

Online search training; Bibliographic 
instruction; Technical assistance; 
Consultant services; Information 
dissemination; Online search services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation 



(633) BOWLING GREEN STATE 

UNIVERSITY— FIRELANDS COLLEGE 
Firelands College Library 
901 Rye Beach Road 
Huron, OH 44839-9791 

Phone: 419/433-5560 Fax: 419/433-9696 

Gopher: gopher.bgsu.edu 
URL: http://www.bgsu.edu 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (January 1976-); Thesaurus 
(12th, 1990) 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Technical assistance; Library services; 
Microfiche duplication 



(634) KENT STATE UNIVERSITY 
Kent State University Libraries 
P.O. Box 5190 
Kent, OH 44242-0001 

Phone: 330/672-3045 x34 Fax: 330/672-3964 
Gopher: refmac.kent.edu 
URL: http://www.library.kent.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Leela Balraj 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents; Area business personnel 
ERIC publications; ERIC training; Online 
search services; Library services; Paper 
copy reproduction 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Reference Department 
Thesaurus (13th, 1995) 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College administrators/directors; 
University/College faculty and students; 
University/College counselors/social 
workers; Area residents 
ERIC microfiche via Interlibrary loan; 
Library services 



(636) OHIO UNIVERSITY— LANCASTER 
Hannah V. McCauley Library 
1570 Granville Pike 
Lancaster, OH 43130 
Phone: 614/654-6711 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1982-); Thesaurus (12th, 1990); 

CD-ROM; Online database 

MF reader/printer; Copier; Microcomputer; 

Computer terminal 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Interlibrary loan 



(637) CUYAHOGA COUNTY LIBRARY— MAPLE 
HEIGHTS REGIONAL 
5225 Library Lane 
Maple Heights, OH 44137 

Phone: 2 1 6/475-5000 Fax: 2 1 6/587-7281 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Art Grady, Regional Reference Specialist; 
Ruth Streater, Librarian 
RIE (1986-); CUE (1986-); Thesaurus 
(12th, 1990); Microfiche (1989-); 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 
Library services 



(638) WALSH UNIVERSITY LIBRARY 
2020 Easton Street, NW 
North Canton, OH 44720 

Phone: 330/490-7185 Fax: 330/490-7270 

E-mail: 71 327,1 263@compuserve.com 



Collection: RIE (1979-1993); CUE (1982-1993); 

Thesaurus (12th, 1990); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 
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(638) WALSH UNIVERSITY LIBRARY (cont) 

Audiences; University/College faculty and students; 

University/College community; Area faculty 
and students; General public with 
restrictions 

Services: Bibliographic instruction; Interlibrary loan; 

Search services for school personnel only 

(639) MIAMI UNIVERSITY 
King Library 

Humanities and Social Sciences Department 
Oxford. OH 45056 

Phone: 513/529-4141 Fax: 513/529-3110 

E-mail: quay_dick@msmail.muohio.edu 
URL: http://www.lib.muohio.edu 



(641) SHAWNEE STATE UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students 
Services: ERIC microfiche via interlibrary loan; ERIC 

training; Online search training; 
Bibliographic instruction; Online search 
services; Interlibrary loan; Search strategy 
consultation 

(642) UNIVERSITY OF RIO GRANDE 
Davis Library 

585 East College 
Rio Grande, OH 45674 

Phone: 614/245-5353 Fax: 614/245-9220 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Richard H. Quay, Head Humanities and 
Social Science; Ruth Miller, Head, 
Instructional Material Center 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Local school district personnel; General 
public with restrictions 
ERIC training; Online search services; 
Library services; Paper copy reproduction; 
Search strategy consultation 



(640) EDISON COMMUNITY COLLEGE LIBRARY 
1973 Edison Drive 
Piqua, OH 45356 

Phone: 513/778-8600 Toll-free: 800/922-3722 

Fax: 513/778-1920 
E-mail: austkeefer@edison.cc.oh.us 
URL: http://www.edison.cc.oh.us 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1983-); CUE (1983-); Thesaurus 
(12th, 1990);. Microfiche (1990-); 

Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC microfiche via interlibrary loan; 
Meetings, conferences; Online search 
training; Bibliographic instruction; 
Curriculum guides; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



(641) SHAWNEE STATE UNIVERSITY 
940 Second Street 
Portsmouth, OH 45662 

Phone: 614/355-2321 Fax: 614/355-2432 

E-mail: mcummings@shawnee.edu 

Contact: Mary Cummings 

Collection: RIE (1989-); CUE (1990-); Thesaurus 

(13th, 1995); Microfiche (1985-); 
Online database 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Tim Snow, Reference Librarian 
RIE (1985-); CUE (1979-); Thesaurus 
(12th, 1990); Microfiche (1985-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Online search training; 
Bibliographic instruction; Curriculum 
guides; Research; Technical assistance; 
Information dissemination; Online search 
services; Library services; Analysis of 
search results; Interlibrary loan; Search 
strategy consultation 



(643) SOUTHERN STATE COMMUNITY COLLEGE 
Learning Resources Center 
12681 U.S. Route 62 
Sardinia, OH 45171 

Phone: 513/695-0307 x17 Toll-free: 800/334-6619 
Fax: 513/695-8093 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Rebecca Andrews, Librarian 
RIE (1982-); Thesaurus (12th, 1990); 
Microfiche (1979-); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Library services; Paper copy reproduction 



(644) HEIDELBERG COLLEGE 
Beeghly Library 
10 Greenfield Street 
Tiffin. OH 44883-2420 

Phone: 41 9/448-2104 Fax: 41 9/448-2124 

E-mail: nrubenstein@nike.heidelberg.edu 
URL: http://www.heidelberg.edu 



Contact: Nancy F. Rubenstein, Reference Librarian 

Collection: RIE (1966-1995); CUE (1982-1995); 

Thesaurus (13th. 1995); Microfiche 
(1986-1987 select; 1988-); CD-ROM; 
Online database; ERICTOOLS 




120 



Directory of ERIC Resource Collections 



OHIO 



(644) HEIDELBERG COLLEGE (cont.) 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Interlibrary loan; 
Search strategy consultation; ERIC 
microfiche via interlibrary loan 

(645) TOLEDO-LUCAS COUNTY PUBLIC LIBRARY 
Social Science Department 

325 Michigan Street 
Toledo, OH 43624-1628 

Phone: 41 9/259-5245 Fax: 41 9/255-1 334 

E-mail: socsref@tlc.lib.oh.us 

URL: http://www.library.toledo.oh.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Coburn, Social Science Department 
RIE (1967-); Thesaurus (13th, 1995); 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

Area residents 

Online search services; Library services; 
Paper copy reproduction 



(646) UNIVERSITY OF TOLEDO 
Carlson Library 
2801 West Bancroft 
Toledo, OH 43606-3390 

Phone: 419/530-4479 Fax: 419/530-2726 

E-mail: fac2992@uoft01 .utoledo.edu 
URL: http://www.cl.utoledo.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan VanDenk, Microforms; Karen Sendi, 
Head, Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication 



(647) CENTRAL STATE UNIVERSITY 
H.Q. Brown Memorial Library 
Wilberforce, OH 45384 

Phone: 513/376-6106 Fax: 513/376-6530 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lugene Bailey, Reference/Serials Librarian 
RIE (1981-); Thesaurus (10th, 1984); 
Microfiche (1968-) 

MF reader/printer 

General public; University/College faculty 
Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Educational documents index 



(648) YOUNGSTOWN STATE UNIVERSITY 

William F. Maag Library 
Youngstown, OH 44555 

Phone: 330/742-3684 Fax: 330/742-3734 

URL: http://www.ysu.edu/-library 

Contact: Reference Librarian; Microforms/ 

Research Librarian 

Collection: RIE (1966—); CUE (1969—); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction 
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(649) EAST CENTRAL UNIVERSITY 
Linscheid Library 
East 14th Street 
Ada, OK 74820 

Phone: 405/332-8000 x370 Fax: 405/436-3242 
E-mail: mmevans@mailclerk.ecok.edu 
Gopher: student.ecok.edu 
URL: http://student.ecok.edu/dhanson/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mary Evans 

RIE (1966-); CUE (1979-); Thesaurus 
(11th, 1987): Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Library services; Paper copy reproduction 



(650) NORTHWESTERN OKLAHOMA STATE 
UNIVERSITY 
J.W. Martin Library 
709 Oklahoma Boulevard 
Alva, OK 73717 

Phone: 405/327-8574 x219 Fax: 405/327-8501 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1970-); CUE (1973-1974; 1979-); 

Thesaurus 01th, 1987); Microfiche 

(1970-); CD-ROM; ERICTOOLS 

MF reader; MF reader/printer; Computer 

terminal 

General public 

Paper copy reproduction 



(651) SOUTHERN NA2!ARENE UNIVERSITY 
R.T. Williams Learning Resources Center 
4115 North College 
Bethany, OK 73008 

Phone: 405/491-6350 Fax: 405/491-6355 

E-mail: jsparks@snu.edu 
URL: http://www.snu.edu/library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Coordinator of Public Services 
RIE (1970-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (November 
1976-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community; Librarians; 
General public with restrictions 
Bibliographic instruction; Information 
dissemination; Online search services; 
Audiovisual equipment; Paper copy 
reproduction; Search services for university 
community only; Document delivery; 
Interlibrary loan 



(652) SOUTHEASTERN OKLAHOMA STATE 
UNIVERSITY 

Henry G. Bennett Memorial Library 

Station A 

Durant, OK 74701 

Phone: 405/924-0121 

E-mail: parham@marcie.sosu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dorothy Davis, David Kolpin, Dennis Miles, 

Reference Librarians 

RIE (1966-); Thesaurus (12th, 1990); 

Microfiche (1979-); CD-ROM; Online 

database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Library services; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan; Search strategy consultation 



(653) UNIVERSITY OF CENTRAL OKLAHOMA 

Library 

100 North University 
Edmond, OK 73034 

Phone: 405/341-2980 Fax: 405/330-3806 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jane Taylor, Reference Services; 

David Williams, Periodicals 
RIE (1975-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
State education community; State 
residents 

Bibliographic instruction; Library services; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan 



(654) PHILLIPS UNIVERSITY 
Zollars Memorial Library 
Box 2400 University Station 
Enid, OK 73702 

Phone: 405/548-2251 Fax: 405/548-2432 

E-mail: zollars@fullnet.net 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1966-1993); CUE (1969-1993); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Audiovisual equipment; 
Interlibrary loan 
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(655) CAMERON UNIVERSITY 
Library 

2800 West Gore 
Lawton, OK 73505-6377 

Phone: 405/581-2957 Fax: 405/581-2386 

E-mail: vswinney@cuok.cameron.edu 
URL: http://www.cameron.edu/admin/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barbara Pickthorn, Assistant Director; 
Victoria Swinney, Serials Librarian 
RIE (1979-1980 fiche; 1981- paper); CUE 
(1969-); Thesaurus (13th, 1995); 
Microfiche (1975-); CD-ROM; Online 
database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Microfiche 
duplication; Search services for university 
community only; Interlibrary loan 



(658) OKLAHOMA CITY PUBLIC SCHOOLS 
Library Media Services 
Professional Media Center 
900 North Klein, Room 200 
Oklahoma City, OK 73106 

Phone: 405/297-6537 Fax: 405/297-6784 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Microfiche 
(1966- select); CD-ROM 
MF reader/printer; Copier; Microcomputer; 
Computer terminal 

Local school district personnel; Local 

public school personnel 

Search services for school personnel only 



(659) OKLAHOMA DEPARTMENT OF LIBRARIES 

U.S. Government Information Division 
200 Northeast 18th Street 
Oklahoma City, OK 73105 

Phone: 405/521-2502 Fax: 405/525-7804 



(656) UNIVERSITY OF OKLAHOMA 
Library 

Reference and Microforms Area 
401 West Brooks 
Norman, OK 73019-0528 
Phone: 405/325-3541 
URL: http://www.lib.40knor.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janet Williams 

Microfiche (1966-); CD-ROM; Online 
database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
University/College faculty and students; 
Area residents 

Online search services; Paper copy 
reproduction; Microfiche duplication 



(657) OKLAHOMA CHRISTIAN UNIVERSITY OF 
SCIENCE AND ARTS 
2501 East Memorial Road 
Oklahoma City, OK 73136-1100 
Phone: 405/425-5312 Fax: 405/425-5316 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Geneva Hoover 

Thesaurus (13th, 1995); Microfiche 
(1983-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community; General 
public with restrictions 
ERIC training; Bibliographic instruction; 
Library services; Paper copy reproduction; 
Interlibrary loan; Search services for 
school personnel only 



Contact: 


Steve Beleu, Director, U.S. Government 
Information Division 


Collection: 


RIE (1966-); Thesaurus (13th, 1995); 
Microfiche (1966-); CD-ROM; Online 




database 


Equipment: 


MF reader/printer; MF duplicator; Copier; 
Microcomputer 


Audiences: 


General public 


Services: 


Bibliographic instruction; Online search 
services; Microfiche duplication; Interlibrary 
loan 



(660) OKLAHOMA BAPTIST UNIVERSITY 
Mabee Learning Center 
Shawnee, OK 74801 

Phone: 405/878-2249 Fax: 405/878-2270 

E-mail: mark_herring@mail.okbu.edu 
URL: http://www.okbu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patti Sue Smith, Reference; Dr. Mark 
Herring, Dean, Library Services 
RIE (1980-); CUE (1982-); Thesaurus 
(11th, 1987); Microfiche (1977-); Online 
database 

MF reader; MF reader/printer; Computer 
terminal 

University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(661) OKLAHOMA DEPARTMENT OF VOCATIONAL 
AND TECHNICAL EDUCATION 
Resource Center 
1500 West Seventh Avenue 
Stillwater, OK 74074 

Phone: 405/743-5161 Fax: 405/743-6809 

E-mail: dealchri@genesis.odvte.state.ok.us 



Contact: Denise Christy, Manager 

Collection: CD-ROM 
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(661) OKLAHOMA DEPARTMENT OF VOCATIONAL 
AND TECHNICAL EDUCATION (cont.) 

Equipment: MF reader/printer; Computer terminal 
Audiences: General public 

Services: Curriculum guides; Online search services; 

Library services 

(662) NORTHEASTERN STATE UNIVERSITY 
John Vaughan Library 

Tahlequah, OK 74464 

Phone: 918/456-5511 x3231 Fax: 918/458-2197 
E-mail: mcquitty@cherokee.nsuok.edu 
URL: http://www.nsu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Jeanette McQuitty 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College community; Area faculty 
and students; General public by request; 
Local school district personnel; Public 
school teachers; Librarians 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Document delivery; Search 
strategy consultation 



(663) TULSA CITY-COUNTY LIBRARY 
INFO-II 

400 Civic Center 
Tulsa, OK 74103 

Phone: 918/593-7991 Fax: 918/596-7895 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Martha Gregory 

RIE (1980-); Thesaurus (11th, 1987); 
Online database 

Microcomputer; Computer terminal 
General public 
Online search services 



(664) UNIVERSITY CENTER AT TULSA 

Library 

700 North Greenwood 
Tulsa, OK 74106-0700 

Phone: 918/594-8130 x735 Fax: 918/594-8145 
E-mail: uclibbaf@lib.uct.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Dona Davidson, Public Services Librarian 
CUE (1989-); Thesaurus (13th, 1995); 
Microfiche (1980-); CD-ROM; Online 
database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Online search services; Paper copy 
reproduction; Microfiche duplication; 
Search services for university community 
only 



(665) UNIVERSITY OF TULSA 
McFarlin Library 
2933 East Sixth Street 
Tulsa, OK 74104-3123 

Phone: 918/631-3597 TTY: 918/631-2873 

Fax: 918/631-3791 

URL: http://www.lib.utulsa.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Steven J. Nobles, Acquisitions/Serials 

Librarian; Francine J. Fisk 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Microcomputer 
University/College faculty and students; 
Authorized library users; University/College 
alumni 

ERIC publications; Online search services; 
Paper copy reproduction; Microfiche 
duplication 



(666) SOUTHWESTERN OKLAHOMA STATE 
UNIVERSITY 
Al Harris Library 
Weatherford, OK 73096-3112 
Phone: 405/774-3031 TTY: 405/774-7075 

Fax: 405/774-3112 
E-mail: torrenc@swosu.edu 



Contact: Carolyn Torrence, Reference Librarian; 

Jim Wilkerson, Serials Librarian 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer 
Audiences: University /College faculty and students; 
University/College librarians; 

University /College administrators/directors; 
General public postsecondary age 
Services: Bibliographic instruction; Library services; 

Paper copy reproduction; Document 
delivery; Interlibrary loan 
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(667) SOUTHERN OREGON STATE COLLEGE 
Library 

1250 Siskiyou Boulevard 
Ashland, OR 97520 

Phone: 541/552-6441 Fax: 541/482-6429 

URL: http://www.sosc.osshe.edu/library 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



David Russell, Connie Anderson, Jim Rible 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC publications; Bibliographic 
instruction; Curriculum guides; Research; 
Consultant services; Library services; 

Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan 



(668) OREGON STATE UNIVERSITY 
Kerr Library 121 
Corvallis, OR 97331-4501 

Phone: 503/737-2249 Fax: 503/737-3453 

E-mail: lawrencr@ccmail.orst.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marjorie C. Knittel, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier 
University/College faculty and students; 
Area residents 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(669) ERIC CLEARINGHOUSE ON EDUCATIONAL 
MANAGEMENT 

5207 University of Oregon 
1787 Agate Street 
Eugene, OR 97403-5207 

Phone: 541/346-1684 Toll-free: 800/438-8841 

Fax: 541/346-2334 

E-mail: ppiele@oregon.uoregon.edu 

URL: h ttp ://d a rkwing.uoregon.edu/"'ericcem/h ome.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Lou Finne, Coordinator, User 
Services; Stuart Smith, Associate Director 
for Publications 

RIE (1966-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader/printer; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC publications; Information 
dissemination; Online search services; 
Publication production/dissemination; 
Search strategy consultation; Educational 
documents index; Referrals 



(670) LANE EDUCATION SERVICE DISTRICT 
P.O. Box 2680 
1200 Highway 99 North 
Eugene, OR 97402 

Phone: 541/461-8200 Fax: 541/461-8298 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Gama, Assistant Librarian 
Thesaurus (12th, 1990); CD-ROM; Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Local public school personnel; 
University/College faculty and students; 
State educators 

ERIC publications; Online search services; 
Library services; Paper copy reproduction 



(671) UNIVERSITY OF OREGON 
Library 

Eugene, OR 97403 

Phone: 541/346-1818 Fax: 541/346-3094 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Katy Lenn, Education Subject Specialist; 
Barbara Jenkins, Head, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS; ERIC Gold 
Dot Collection 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 



(672) WESTERN OREGON STATE COLLEGE 
College Library 
345 North Monmouth Avenue 
Monmouth, OR 97361-1396 
Phone: 503/838-8418 Fax: 503/838-8474 

E-mail: cooperp@fsa.wosc.osshe.edu 



Contact: Peggy Cooper-Collins 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS; Cumulative 
Microfiche indexes 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 
State education community; State 
residents 

Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Microfiche blowback; 
Interlibrary loan 
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(673) MULTNOMAH EDUCATION SERVICE DISTRICT 
11611 Northeast Ainsworth Circle 
Portland, OR 97220-1039 
Phone: 503/257-1577 Fax: 503/257-1519 

E-mail: mbush@msmall.mesd.k12.or.us 
URL: http://www.mesd.k12.or.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Bush, Information Specialist 
RIE (1982; 1986); CUE (1982-1984; 
1986-1988); Thesaurus (13th, 1995); 
Microfiche (1982-1990); CD-ROM; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Local education community; Media; 
School nurses 

Online search training; Bibliographic 
instruction; Technical assistance; 
Consultant services; Information 
dissemination; Topical packages; Paper 
copy reproduction; Microfiche duplication; 
Analysis of search results; Document 
delivery; Search strategy consultation; 
Referrals 



(674) NORTHWEST REGIONAL EDUCATIONAL 
LABORATORY 
Suite 500 

Information Center/Library 
101 Southwest Main Street 
Portland, OR 97204 

Phone: 503/275-9554 Toll-free: 800/547-6339 

Fax: 503/275-9584 
E-mail: fitchl@nwrel.org 
URL: http://www.nwrel.org 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
Personnel; Local/County educators; 
Librarians; Area residents 
ERIC training; Online search services; 
Library services; Information dissemination; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(675) PORTLAND STATE UNIVERSITY 

Social Science Library 

934 Southwest Harrison Street 

Portland, OR 97201 

Phone: 503/725-3684 Fax; 503/725-4524 

E-mail: greey@lib.pdx.edu 



Contact: Kathy Greey, Rosalind Wang, Education 

Librarians 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 



(675) PORTLAND STATE UNIVERSITY (cont) 
Audiences: General public 

Services: Bibliographic Instruction; Library services; 

Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation 

(676) UNIVERSITY OF PORTLAND 

Wilson Clark Memorial Library 
5000 North Willamette Boulevard 
P.O. Box 83017 
Portland, OR 97283-0017 

Phone: 503/283-7111 Fax: 503/283-7399 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Nadene Miller, Reference Librarian 
RIE (1975-); CUE (1975-); Thesaurus 
(12th, 1990); Microfiche (1991-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
University/CoHege faculty and students; 
University/College administrators/directors; 
University/College counselors/social 
workers; Teachers/Professors; Psychology 
faculty and students; Health educators; 
Librarians 

Library services; Microfiche duplication; 
Search services for university community 
only; Document delivery; Interlibrary loan 



(677) CHEMEKETA COMMUNITY COLLEGE 
Library 

4000 Lancaster Drive, NE 
P.O. Box 14007 
Salem, OR 97309-7070 

Phone: 503/399-5043 Fax: 503/399-5214 

Contact: Laura McDermott, Reference Librarian 

Collection: RIE (1966-); CUE <1966-); Thesaurus 
(10th, 1984); Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Computer terminal 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Research; Online 
search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Document delivery; 
Interlibrary loan; Search strategy 
consultation 
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(678) OREGON DEPARTMENT OF EDUCATION 
Research Services 
Public Service Building 
255 Capitol Street. NE 
Salem. OR 97310-0203 

Phone: 503/378-8004 x234 Fax: 503/373-7968 
E-mail: jsanner@delphi.com 

Contact: David Arlington. Research Specialist 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(11th. 1987); Microfiche (1966-); Online 
database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan; 

Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan; Search services for 
school personnel only 
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(679) LEHIGH UNIVERSITY 
Fairchild-Martindale Library 
8A East Packer Avenue 
Bethlehem, PA 18015-3170 
Phone: 610/758-3075 Fax: 610/758-6524 

URL: http ://www. (ib.lehigh.edu 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Christine Roysdon, Associate Director, 
Information Services; Sharon Siegler, 
Access Services 
RIE (1966-): CUE (1969-1989); 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer 
University/College faculty and students 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan 



(680) BLOOMSBURG UNIVERSITY OF PENNSYLVANIA 
Harvey A. Andruss Library 
Bloomsburg, PA 17815 

Phone: 717/389-4204 Fax: 717/389-3895 

E-mail: bmacdo@planetx. bloomu.edu/ 

URL: http.7/www/bloomu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Brad MacDonald, Coordinator of Online 
Services 

Microfiche (1967-); CD-ROM 
MF reader; MF reader/printer 
General public 

ERIC training; Online search training; 
Bibliographic instruction; Curriculum 
guides; Online search services; Analysis 
of search results; Document delivery; 
Interlibrary loan; Search strategy 
consultation 



(681) CALIFORNIA UNIVERSITY OF PENNSYLVANIA 

Louis L. Manderino Library 

250 University Avenue 

California, PA 15419-1394 

Phone: 412/938-4096 Fax: 412/938-5901 

E-mail: beck@cup.edu 

Contact: Betty Shaw, Public Services 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College faculty and students; 

Local residents 

Services: Online search services; Library services; 

Paper copy reproduction 



(682) CHEYNEY UNIVERSITY OF PENNSYLVANIA 

Leslie Pinckney Hill Library 
Cheyney, PA 19319 

Phone: 215/399-2245 Fax: 215/399-2491 

E-mail: cheyney@hslc.org 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



William Dorf, Serials Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Library services; Paper copy reproduction 



(683) CLARION UNIVERSITY OF PENNSYLVANIA 
Carlson Library 
Clarion, PA 16214 

Phone: 814/226-2303 Fax: 814/226-1862 

E-mail: clibref@vaxa.clarion.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Roger Horn, Collections Librarian; 
Constance Gamaluddin, Head, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(684) URSINUS COLLEGE 
Myrin Library 
Main Street 
Collegeville, PA 19426 

Phone: 215/489^111 x2283 Fax: 215/489-0634 
URL: http://www.ursinus.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judith Fryer, David Mill, Information 
Services Librarians 

RIE (1978-); CUE (1987-); Thesaurus 

(12th, 1990); Microfiche (1986-); CD-ROM 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Library services 



(685) EAST STROUDSBURG UNIVERSITY 
Kemp Library 
Smith and Normal Streets 
East Stroudsburg, PA 18301-2999 
Phone: 717/422-3594 Fax: 717/422-3151 

E-mail: leslieab@esu.edu 



Contact: Leslie Berger, Patricia Jersey, Kay Lavelle, 

Reference Librarians 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Computer terminal 
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(685) EAST STROUDSBURG UNIVERSITY (cont.) 

Audiences: University/College faculty and students 
Services: Online search services; Microfiche 

duplication 



(689) INDIANA UNIVERSITY OF PENNSYLVANIA 

University Library 
Reference Department 
Indiana, PA 15705 

Phone: 412/357-6106 Fax: 412/357-6213 



(686) EDINBORO UNIVERSITY OF PENNSYLVANIA 
Baron-Forness Library 
Edinboro, PA 16444 

Phone: 814/732-2779 Fax: 814/732-2883 

URL: http://www.edinboro.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan Hennip, Reference and Interlibrary 
Loan Librarian 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990): Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
General public 

ERIC training; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(687) BEAVER COLLEGE 
Atwood Library 
450 South Easton Road 
Glenside, PA 19038-3295 

Phone: 215/572-2138 Fax: 215/572-0240 

E-mail: ranieri@castle.beaver.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ann Ranieri, Head, Technical Services; 
Suzanne Kinard, Head, Reader Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1985-); CD-ROM 
MF reader/printer 
General public 

Online search services; Bibliographic 
instruction; Library services 



(688) PENNSYLVANIA DEPARTMENT OF EDUCATION 
Forum Building, Room 116 
State Library of Pennsylvania 
Walnut Street and Commonwealth Avenue 
Harrisburg, PA 17105 

Phone: 717/787-3752 Fax: 717/783-2070 

E-mail: geschwindt@hslc.org 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



John E. Geschwindt, Depositories Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990): Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Library services; Paper copy reproduction; 
Microfiche duplication; Search services for 
state agencies only 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Patrick Hall 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

Online search services; Library services; 
Microfiche duplication 



(690) PENNSYLVANIA RESOURCES AND 

INFORMATION IN SPECIAL EDUCATION 
Eastern Instructional Support Center 
200 Anderson Road 
King of Prussia, PA 19406 

Phone: 215/265-7321 Fax: 215/265-5737 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sunanda Banerjee, Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
State special educators; State public 
school personnel; Department of education 
personnel; Local/County educators 
Training, seminars, workshops; Online 
search services; Library services; Paper 
copy reproduction 



(691) KUTZTOWN UNIVERSITY 
Rohrbach Library 
Kutztown, PA 19530 

Phone: 215/683-4480 Fax: 215/683-4483 

Gopher: atlantic.kutztown.edu 
URL: http://www.kutztown.edu/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janet Bond, Coordinator of Reference 
Services 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents 

Information dissemination; Online search 
services; Library services; Microfiche 
duplication 
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(692) LOCK HAVEN UNIVERSITY 
Stevenson Library 
Lock Haven, PA 17745 

Phone: 717/893-2309 Fax: 717/893-2506 

E-mail: bcorman@eagle.lhup.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Brenda M. Corman, Periodicals Librarian; 
Carol Gehret 

CUE (1977-); Thesaurus (1970-) 

MF reader; MF reader/printer 
General public 
Library services 



(693) MANSFIELD UNIVERSITY 
Retan Library 
Mansfield, PA 16933 

Phone: 717/662-4689 Fax: 717/662-4993 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Frances S. Garrison, Education Librarian 
RIE (1967-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1967-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
General public with restrictions 
Bibliographic instruction; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche duplication; Search strategy 
consultation 



(694) PENN STATE— HARRISBURG 
Heindel Library 
Middletown, PA 17057-4898 
Phone: 717/948-6073 Fax: 717/948-6381 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gregory Crawford, Public Services; 

Huijie Chen, Gary White, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Online search training; Bibliographic 
instruction; Information dissemination; 
Online search services; Library services; 
Paper copy reproduction 



(695) MILLERSVILLE UNIVERSITY OF PENNSYLVANIA 
Helen A. Ganser Library 
Millersville, PA 17551 

Phone: 717/872-361 1 Fax: 717/872-3854 

E-mail: dzubatsk@muz.miilersv.edu 

Contact: Irene Risser 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator 



(695) MILLERSVILLE UNIVERSITY OF PENNSYLVANIA 
(cont.) 

Audiences: University/College faculty and students; 
Local/County educators 

Services: Bibliographic instruction; Curriculum 

guides; Online search services; Library 
services; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 



(696) RESEARCH AND INFORMATION SERVICES FOR 
EDUCATION 
1605-B West Main Street 
Norristown, PA 19403 

Phone: 610/630-7905 Fax: 610/630-7950 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Louise Huganir, Information 
Specialist 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1977-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 

General public for a fee 

Online search services; Topical packages; 

Paper copy reproduction; Microfiche 

duplication 



(697) CHESTNUT HILL COLLEGE 
Logue Library 

Germantown and Northwestern Avenues 

Philadelphia, PA 19118-2695 

Phone: 215/248-7050 Fax: 215/248-7056 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Carol Consorto, Interlibrary Loan 
RIE (1984-); Thesaurus (12th, 1990); 
CD-ROM; Online database 
MF reader/printer; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Library services; 
Interlibrary loan 



(698) DREXEL UNIVERSITY 
W.W. Hagerty Library 
33rd and Market Streets 
Philadelphia, PA 19104 

Phone: 215/895-2754 Fax: 215/895-1601 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Department 

RIE (1975-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1970-) 

MF reader; MF reader/printer 
General public 

Online search services; Library services 
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(699) RESEARCH FOR BETTER SCHOOLS, INC. 
444 North Third Street 
Philadelphia, PA 19123-4107 
Phone: 215/574-9300 x208 Fax: 215/574-0133 
E-mail: info@rbs.org 
Gopher: gopher.rbs.org 
URL: http://www.rbs.org 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Peter Donahoe, Coordinator, Resource 
Center 

RIE (1966-); CUE (1970-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
Administrators/Directors/Principals; 
Education agencies; School districts; 
Researchers; Policy makers; U.S. 
Department of Education personnel 
Research; Technical assistance; 
Consultant services; Library services; Not 
available to the public 



(700) ST. JOSEPH’S UNIVERSITY 
Francis A. Drexel Library 
5600 City Avenue 
Philadelphia, PA 19131-1395 
Phone: 610/660-1905 Fax: 610/660-1916 

E-mail, montavon@sju.edu 
URL: http://www.sju.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ene Andrilli, Head of Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1972-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(701) SCHOOL DISTRICT OF PHILADELPHIA 
Pedagogical Library 
21st and Parkway, Room 301 
Philadelphia, PA 19103-1099 
Phone: 215/299-2544 Fax: 215/299-2540 



(702) TEMPLE UNIVERSITY 
Samuel Paley Library 
Micro mate rials Department 
Philadelphia, PA 19122 
Phone: 215/787-8239 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marie Adams, Garrett Marsh, Carrie 
McKnight 

RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(703) DUQUESNE UNIVERSITY 
Library 

915 Locust Street 
Pittsburgh, PA 15282 

Phone: 412/434-6133 Fax: 412/434-1658 

E-mail: sasso@duq3.duq.edu 
URL: http://www.duq.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



M. Diana Sasso, Director, Information 
Services Division 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 

University/College community; General 

public with restrictions 

Paper copy reproduction; Search services 

for university community only; Interlibrary 

loan 



(704) UNIVERSITY OF PITTSBURGH 
Hillman Library 
Forbes Avenue 
Pittsburgh, PA 15260 

Phone: 412/648-7722 Fax: 412/648-1245 

E-mail: meharra@vms.cis.pitt.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Berry Richards, Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1967-); Online 
database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Library services; Paper copy reproduction 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karen Meharra, Head, Microforms; 

Fern Brody, Head, Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/Co liege faculty; General public 
with restrictions 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only 
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(70S) MARYWOOD COLLEGE 
Learning Resources Center 
2300 Adams Avenue 
Scranton, PA 18509 

Phone: 717/348-6260 Fax: 717/348-1817 

E-mail; anderson@ac.marywood.edu 
Gopher: ac.marywood.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Elma Anderson, Serials Librarian; William 
Calhoon, Coordinator, Publication Services 
RIE (1966-1992): CUE (1975-1981); 
Thesaurus (13th, 1995); Microfiche 
(1966-1982 select: 1983-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
University/College alumni; Area faculty and 
students 

Online search services; Library services; 
Paper copy reproduction 



(706) UNIVERSITY OF SCRANTON 
Weinberg Memorial Library 
Monroe and Linden Streets 
Scranton, PA 18510-4700 

Phone: 717/941-4000 Fax: 717/941-4002 

E-mail, strohlb1@uofs.edu 

URL: http://werewolf.uofs.edu/admin/wmlhp.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Betsey Moylan, Reference; Bonnie Strohl, 
Assistant Director for Public Services 
CUE (1970-): Thesaurus (12th, 1990); 
Microfiche (1982-); CD-ROM: Online 
database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Bibliographic instruction; Consultant 
services: Online search services; Library 
services; Paper copy reproduction; Search 
strategy consultation 



(707) SHIPPENSBURG UNIVERSITY 
Library 

Shippensburg, PA 17257-2299 
Phone; 717/532-1474 Fax: 717/532-1389 

E-mail: library@ark.ship.edu 
URL; http://ark.ship.edu/"'library 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966^; CD-ROM; 
Online database 

MF reader; MF reader/printer; Computer 
terminal 

General public with restrictions 
ERIC training: Bibliographic instruction; 
Library services; Online search services; 
Paper copy reproduction; Search strategy 
consultation; Document delivery 



(708) SLIPPERY ROCK UNIVERSITY 
Bailey Library 
Slippery Rock, PA 16057 

Phone: 412/738-2058 Fax: 412/738-2661 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Nancy Hanks, Serials Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Information 
dissemination; Online search services; 
Library services; Publication 
production/dissemination; Audiovisual 
equipment; Paper copy reproduction: 
Search services for university community 
only; Interlibrary loan 



(709) EASTERN COLLEGE 
Warner Memorial Library 
10 Fairview Drive 
St. Davids, PA 19087 

Phone: 610/341-5958 Fax: 610/341-1375 

E-mail: jsauer@eastern.edu 
URL; http://www.eastern.edu 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (13th, 1995); Microfiche 
(1966-): CD-ROM; Online database 
MF reader/printer; Copier; Microcomputer 
General public 
Library services 



(710) PENNSYLVANIA STATE UNIVERSITY 
Pattee Library 
University Park, PA 16802 
Phone: 814/863-0377 



Contact: Patricia Rice, Education Librarian; Linda 

Friend, Database Search Services 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM: 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator: Copier; Microcomputer; 
Computer terminal 

Audiences: University/College faculty and students; 
Area residents 

Services: Online search services; Library services; 

Paper copy reproduction; Microfiche 
duplication 



V.Ht 
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PENNSYLVANIA 



(711) WEST CHESTER UNIVERSITY 
Francis Harvey Green Library 
High Street and Rosedale Avenue 
West Chester, PA 19383 

Phone: 610/436-2869 Fax; 610/436-2251 

E-mail; mburnsduff@waups.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Anne Burns-Duffy, Document and 
Map Librarian 

RIE (1966-): CUE (1969-); Thesaurus 
(12th, 1990): Microfiche (1968-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
blowback; Search strategy consultation 



(712) KING’S COLLEGE 
D. Leonard Corgan Library 
14 West Jackson Street 
Wilkes-Barre, PA 18711 
Phone: 717/826-5840 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judith Tierney, Reference 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-) 

MF reader/printer 
General public 

ERIC publications; Library services; Paper 
copy reproduction 



(713) WILKES UNIVERSITY 
E.S. Farley Library 
P.O. Box 111 
Franklin and South Street 
Wilkes-Barre, PA 18766 

Phone: 717/831-4255 Fax: 717/831-4975 

E-mail: Ilndgrej@wilkes1 .wilkes.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



F.J. Krohle, Head, Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
General public with restrictions 
Online search services; Paper copy 
reproduction 
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(714) UNIVERSITY OF RHODE ISLAND 
Library 

Kingston, Rl 02881 
Phone: 401/792-2653 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Deborah Mongeau, Government 
Publications Librarian; Sylvia Krausse, 
Head, Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(715) NORTHEAST AND ISLANDS REGIONAL 
EDUCATIONAL LABORATORY 
Brown University 
144 Wayland Avenue 
Providence, Rl 07906-4384 

Phone: 401/274-9548 Toll-free: 800/571-9550 

Fax: 401/421-7650 
E-mail: lab@brown.edu 
URL: http://www.lab.brown.edu 



Collection: CD-ROM 

Audiences: Administrators/Directors/Principals; 

Education agencies; School districts; 
Elementary school librarians; Secondary 
school librarians; Researchers; 
Teachers/Professors; ERIC System 
Services: Research; Consultant services; Information 

dissemination 



(716) RHODE ISLAND COLLEGE 
Reference Department 
James P. Adams Library 
600 Mount Pleasant Avenue 
Providence, Rl 02908 

Phone: 401/456-8125 Fax: 401/456-9646 

E-mail: tbrennan@grog.rlc.edu 
Gopher: gopher.ric.edu 

URL: http://www.ric.edu/home/bulldings/library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patricia Brennan, Head, Reference; Carla 
Weiss, Rachel Carpenter, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; 

Analysis of search results; Search services 
for university community only; Interlibrary 
loan; Search strategy consultation 



(717) RHODE ISLAND DEPARTMENT OF EDUCATION 
22 Hayes Street 
Providence, Rl 02908 
Phone: 401/277-2691 

Contact: Irene P. Smith 

Collection: Thesaurus (11th, 1987); Online database 

Equipment: MF reader; Copier; Microcomputer; 
Computer terminal 

Audiences: Department of education personnel; Local 
education agencies; Higher education 
personnel 

Services: Online search services 



o 

ERIC 
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(718) UNIVERSITY OF SOUTH CAROLINA— AIKEN 
Gregg-Gran Iteville Library 
171 University Parkway 
Aiken. SC 29801 

Phone: 803/641-3261 Fax: 803/641-3302 

E-mail: tomho@aiken.sc.edu 
Gopher: gopher.usca.sc.edu 
URL: http://www.usca.sc.edu/library/library.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Tom Hobbs, Head, Public Services; Bob 
Fernekes, Reference Librarian 
RIE (1975-); Thesaurus (12th, 1990); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents; Local/County educators; 
University/College administrators/directors 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Interlibrary loan 



(719) ANDERSON COLLEGE 
Johnston Memorial Library 
316 Boulevard 
Anderson, SC 29621 

Phone: 864/231-2050 Fax: 864/231-2004 



Collection: 

Equipment: 

Audiences: 

Services: 



Online database 

MF reader/printer; Copier; Computer 
terminal 

University/College students; General public 
with restrictions 

Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Microfiche duplication 



(721)CLEMSON UNIVERSITY 
Robert Mulrow Cooper Library 
Clemson, SC 29634-3001 

Phone: 864/656-3026 Fax: 864/656-0758 

E-mail: jboykin@clemson.edu 
URL: http.V/www.lib.clemson.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Peggy Cover, Maureen Harris 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); Online 
database 

MF reader; MF reader/printer 
General public 

Online search services; Library services; 
Analysis of search results; Interlibrary loan 



(722) SOUTH CAROLINA STATE LIBRARY 
11500 Senate Street 
P.O. Box 11469 
Columbia. SC 29211-1469 

Phone: 803/734-8666 Fax: 803/734-7298 

E-mail: reference@leo.scsl.state.sc.us 
Telnet: leo.sesl.state.sc.us 
URL: http://www.state.sc.us/scsl 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Computer terminal 

General public with restrictions 

ERIC microfiche via interlibrary loan; Paper 

copy reproduction; Search strategy 

consultation; Search services for state 

agencies only 



(720) CHARLESTON COUNTY SCHOOL DISTRICT 
Library Media Services 
75 Calhoun Street 
Charleston, SC 29401 

Phone: 803/937-6463 Fax: 803/937-6595 

E-mail: emaul@charleston.k1 2.sc.us 

Contact: Evelyn L. Mauldin. Supervisor 

Collection: RIE (1968-); CUE (1975-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 
database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: Administrators/Directors/Principals; 

Education agencies; Librarians 
Services: Online search services; Paper copy 

reproduction; Educational documents 
index; Educational documents abstracts 



(723) UNIVERSITY OF SOUTH CAROLINA 
Thomas Cooper Library 
Columbia, SC 29208-0103 

Phone: 803/777-3142 Fax: 803/777-4661 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Thomas F. McNally; Carolyn Tyler, 
Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1973-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College community; General 
public with restrictions 
Bibliographic instruction; Interlibrary loan 



(724) DARLINGTON COUNTY SCHOOL DISTRICT 
Media Center 
Courthouse, Room 304 
211 North Main Street 
Darlington, SC 29532 x35 

Phone: 803/398-5033 Fax: 803/398-5254 



Contact: 

Collection: 



Reference Librarian 

RIE (1967-); Thesaurus (13th. 1995); 

Microfiche (1966-); Online database 
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(724) DARLINGTON COUNTY SCHOOL DISTRICT 
(cont.) 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: School districts; Local school district 
personnel; Public school teachers; 
Area residents 

Services: Paper copy reproduction 



(727) FURMAN UNIVERSITY (cont.) 

Audiences: University/College community; University/ 
College consortium members; Area faculty 
and students; General public by request 
Services: Online search training; Bibliographic 

instruction; Online search services; 
Interlibrary loan 



(725) FRANCIS MARION UNIVERSITY 
A. Rogers Library 
Box 100547 

Florence, SC 29501-0547 

Phone; 803/661-1300 Fax: 803/661-1309 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Roger Hux, Reference Librarian 
RIE (1971-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1980-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
Bibliographic instruction; Online search 
services; Interlibrary loan; Search strategy 
consultation; Educational documents index; 
Educational documents abstracts 



(726) BOB JONES UNIVERSITY 
Mack Library 

1700 Wade Hampton Boulevard 
Greenville, SC 29614 

Phone; 864/242-5100 Fax; 864/232-1729 

E-mail; library@bju.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jennifer Sackett, Circulation Supervisor; 
Mary Sidwell, Technical Services 
RIE (1966-1972; 1978-); CUE (1969-); 
Thesaurus (13th. 1995); Microfiche 
(1980-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 
Microcomputer 

University/College faculty and students; 
General public with restrictions 
ERIC microfiche via interlibrary loan; 
Online search services; Paper copy 
reproduction 



(727) FURMAN UNIVERSITY 
Library 

3300 Poinsett Highway 
Greenville, SC 29613 

Phone: 803/864-2190 Fax: 803/864-3004 

E-mail; richardson_steve/f urman@furman.edu 

Contact: Steve Richardson, Reference Librarian 

Collection: RIE (1966-1992); CUE (1972-1992); 

Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 



(728) SOUTH CAROLINA STATE COLLEGE 
Miller Whittaker Library 
P.O. Box 7491 
300 College Street 
Orangeburg, SC 29117 

Phone; 803/536-7046 Fax; 803/536-8902 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Minnie Johnson, Head of Reference 
RIE (1968-); CUE (1972-); Thesaurus 
(12th, 1990); Microfiche (1974-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 



(729) WINTHROP UNIVERSITY 
Dacus Library 
701 Oakland Avenue 
Rock Hill. SC 29733 

Phone: 803/323-4501 Fax; 803/323-3285 

E-mail; walkerl@winthrop.edu 

URL: http;//lurch.winthrop.edu/winthrophomepage.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lois Walker, Documents Librarian; 

Bob Gorman, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public postsecondary age 
ERIC training; Training, seminars, 
workshops; Online search training; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 





1 ‘v-i 



Directory of ERIC Resource Collections 



SOUTH CAROLINA 



(730) UNIVERSITY OF SOUTH CAROLINA AT 
SPARTANBURG 
Library 

800 University Way 
Spartanburg, SC 29303 

Phone: 864/503-5620 Fax: 864/503-5601 

E-mail: univscvm.csd. sc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nolle Schneider, Head of Public Services 
RIE (1966-); CUE (1974-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
microcomputer; Computer terminal 
University/Co liege faculty and students; 
General public by request 
Bibliographic Instruction; Paper copy 
reproduction; Interlibrary loan 
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(731) SOUTH DAKOTA STATE UNIVERSITY 
Hilton M. Briggs Library 
Box 2115 

Brookings, SD 57007 

Phone: 605/688-5106 Fax: 605/688-6133 

E-mail: blref@sdsumus.sdstate.edu 

URL: http://www.sdstate.edu/~whbl/http/homepage.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Clark N. Hallman, Head of Reference and 
Interlibrary Loans 

RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-1972; 
1983-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
State residents 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan; Search strategy 
consultation 



(732) SOUTH DAKOTA STATE LIBRARY 
MacKay Building 
800 Governors Drive 
Pierre, SD 57501-2294 

Phone: 605/773-3131 Fax: 605/773-4950 

E-mail: sosl@charIie.usd.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Michele Reid, Public Service Librarian 
RIE (1990-); Thesaurus (12th, 1990); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
State government personnel; Librarians; 
General public with restrictions 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(733) UNIVERSITY OF SOUTH DAKOTA 
I.D. Weeks Library 
Learning Resources Laboratory 
Vermillion, SD 57069 

Phone: 605/677-5371 Fax: 605/677-5488 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Margaret B. Miller, John Van Balen 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
Area residents 

Bibliographic instruction; Research; Paper 
copy reproduction; Microfiche duplication; 
Search strategy consultation 
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(734) UNIVERSITY OF TENNESSEE AT 
CHATTANOOGA 
Library 
Vine Street 

Chattanooga, TN 37403 
Phone: 615/755-4510 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Department 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 

database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(735) AUSTIN PEAY STATE UNIVERSITY 
Woodward Library 
College Street 
Clarksville, TN 37044 

Phone: 615/648-7346 Fax: 615/648-7475 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Staff 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1971-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Interlibrary loan 



(736) TUSCULUM COLLEGE 
Albert Columbus Tate Library 
Greeneville, TN 37743 
Phone: 615/636-7320 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Charles Tunstall, Public Services Librarian; 
Lisa McBrayer; Carolyn Parker 
RIE (1974-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1983-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 
Library services 



(737) FREED-HARDEMAN UNIVERSITY LIBRARY 
1 58 East Main Street 
Henderson, TN 38340-2399 
Phone: 901/989-6067 TTY: 901/989-6660 

Fax: 901/989-6065 
E-mail: hsnull@fhu.edu 
Gopher: freed.fhu.edu 

Collection: RIE (1966-); Thesaurus (13th, 1995); 

Microfiche (1983-); CD-ROM; Online 
database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 



(737) FREED-HARDEMAN UNIVERSITY LIBRARY 
(cont.) 

Audiences: General public with restrictions 
Services: Information dissemination; Library services; 

Audiovisual equipment; Paper copy 
reproduction; Microfiche blowback; Search 
services for university community only; 
Interlibrary loan 



(738) UNION UNIVERSITY 
Summar Library 
2447 Highway 45 By-Pass 
Jackson, TN 38305 

Phone: 901/661-5070 x5410 Fax: 901/661-5175 
E-mail: sbaker@buster.uu.edu 
URL: http://www.uu.edu/library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Steve Baker, Reference Librarian 
Thesaurus (13th, 1995); Microfiche 
(1982-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College administrators/directors; 
University/College faculty and students 
Bibliographic instruction; Search services 
for university community only 



(739) CARSON-NEWMAN COLLEGE LIBRARY 
Jefferson City, TN 37760 

Phone: 615/471-3335 Fax. 615/471-3502 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mary Evelyn Lynn 

RIE (1986-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1982-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Bibliographic 
instruction; Online search services; 
Interlibrary loan; Search strategy 
consultation 



(740) EAST TENNESSEE STATE UNIVERSITY 
Sherrod Library 
P.O. Box 70665 
Johnson City, TN 37614 

Phone: 615/929-5338 Fax: 615/461-7026 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Roily Harwell, Periodicals/Microforms; 

Rick LaRue; Mark Ellis 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

ERIC training; Paper copy reproduction 
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(741) UNIVERSITY OF TENNESSEE AT KNOXVILLE 
John C. Hodges Library 
1015 Volunteer Boulevard 
Knoxville, TN 37996-1000 
Phone: 423/974-4171 TTY: 423/974-4180 

Fax: 423/974-2708 
URL: http://www.lib.utk.edu/ 



(744) MILLIGAN COLLEGE 
P.H. Welshimer Memorial Library 
P.O. Box 600 

Milligan College, TN 37682 
Phone: 423/461-8703 

URL: http://www.milligan.milllgan-college.tn.us/depts/ 
library/lib rary.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lori Goetsch, Head, Reference; 

Thura Mack, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995): Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search training; Bibliographic 
instruction; Curriculum guides; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Analysis of search results; 
Document delivery; Search strategy 
consultation; Referrals 



(742) UNIVERSITY OF TENNESEE AT MARTIN 
Paul Meek Library 
Learning Resource Center 
Martin, TN 38238-5047 

Phone: 901/587-7065 Fax: 901/587-7074 

E-mail: johnbell@library.utm.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



John Bell, Sandra Downing, Steve Rogers, 
Mary Vaughan Carpenter 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1976-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Audiovisual 
equipment; Paper copy reproduction; 
Interlibrary loan 



(743) UNIVERSITY OF MEMPHIS 
Library 

Reference Department 
Memphis, TN 38152 

Phone: 901/678-2208 Fax: 901/678-8218 

E-mail: parkeh@cc.memphis.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Betsy Park, Head of Reference 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990): Microfiche (1966-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Computer 

terminal 

General public 

ERIC publications; Training, seminars, 
workshops; Online search training; 
Bibliographic instruction; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Billie Oakes, Reference Librarian 
RIE (current calendar quarter); CUE 
(current calendar quarter); Thesaurus 
(12th, 1990); Microfiche (1980-); CD-ROM 
MF reader/printer; Copier; Computer 
terminal 

University/College faculty and students; 
University/College alumni; General public 
with restrictions 

Bibliographic instruction; Library services 



(745) MIDDLE TENNESSEE STATE UNIVERSITY 
Andrew L. Todd Library 
Campus Box 13 
Murfreesboro, TN 37132 
Phone: 615/898-2817 
E-mail: hgaida@ulibnet.mtsu.edu 
Gopher: gopher.mtsu.edu 
URL: http://www.mtsu.edu/mtsu/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Harriette Gaida, User Services Librarian; 
Melanie Thomas 

RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1967-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Computer 
terminal 
General public 

Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Search strategy consultation 



(746) BELMONT COLLEGE 
Lila D. Bunch Library 
Belmont University 
Nashville, TN 37212-3757 

Phone: 615/385-6782 ’ Fax: 615/385-6446 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jane R. Thomas, Head, User Services 
RIE (1988-); Thesaurus (12th, 1990); 
Microfiche (1981-); CD-ROM 
MF reader/printer 

University/College faculty and students; 
University/College alumni 
Search services for university community 
only 
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(747) METROPOLITAN PUBLIC SCHOOLS 
Professional Library 
2301 Tenth Avenue South 
Nashville. TN 37204 

Phone: 61 5/298-8432 Fax: 61 5/298-6671 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (June 1983-); CUE (April 1983-); 
Thesaurus (11th, 1987); Microfiche 
(1983-) 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public \with restrictions 
Meetings, conferences; Document delivery; 
Search services for administrators only 



(748) NASHViLLE STATE TECHNiCAL INSTITUTE 
Education Resource Center 
120 White Bridge Road 
Nashville, TN 37209 
Phone: 615/353-3555 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference 

CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Educators 
Library services 



(749) PEABODY COLLEGE OF VANDERBILT 
UNIVERSITY 
Education Library 
Vanderbilt University 
Peabody College, Box 325 
Nashville, TN 37203-5601 

Phone: 615/322-8095 Fax: 615/343-7923 

E-mail: educref@ctrvax.vanderbilt.edu 
URL: http://www.library.vanderbilt.edu/education/ 
edlib.html 



Contact: Jean Reese, Head of Information Services; 

Lisa Hill, Coordinator of Information 
Services 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: Administrators/Directors/Principals; 

University/College faculty and students; 
Counselors/Social workers; Education 
agencies; Librarians; Department of 
education personnel; Local/County 
educators; State special educators; 
University/College alumni 

Services: ERIC training; Paper copy reproduction; 

Bibliographic instruction 



(750) TENNESSEE STATE UNIVERSITY 
Brown-Daniel Library 
3500 John Merritt Boulevard 
Nashville. TN 37209-1561 

Phone: 615/963-5212 Fax: 615/963-5216 

E-mail: ybinkley@harpo.tnstate.edu 
URL: http://www.tnstate.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Murie Kenerson, Fletcher Moon, Reference 
RIE (1966-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
General public 

Online search services; Library services; 
Microfiche duplication 



(751) TREVECCA NAZARENE COLLEGE 
Mackey Library 
333 Murfreesboro Road 
Nashville, TN 37210 

Phone: 615/248-1214 Fax: 615/248-7728 

E-mail: rthrasher@trevecca.edu 

Contact: Priscilla Speer, Reader Services Librarian 

Collection: Thesaurus (13th, 1995); Microfiche 

(1981-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer 
Audiences: University/College faculty and students; 

University/College alumni 
Services: Online search services 
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(752) ABILENE CHRISTIAN UNIVERSITY 
Brown Library 
1600 Campus Court 
Abilene, TX 79601 

Phone: 915/674-2344 Fax: 915/674-2202 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mark McCallon, Karen Hendrick, 

Reference Librarians 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1972-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC training; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Interlibrary loan 



(753) SUL ROSS STATE UNIVERSITY 
Bryan Wildenthal Memorial Library 
East Highway 90, Box C109 
Alpine, TX 79832 

Phone: 915/837-8123 Fax: 915/837-8400 

E-mail: ewilson@sul-ross-1 .sulross.edu 
URL: http://www.sulross.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Eleanor A. Wilson, Director of Library 
Public Services 

RIE (1968-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College community; General 
public by request; Area faculty and 
students 

Bibliographic instruction; Online search 
services; Paper copy reproduction; Search 
strategy consultation 



(754) AMARILLO INDEPENDENT SCHOOL DISTRICT 
LIBRARY CENTER 
7200 1-40 West 
Amarillo, TX 79104 

Phone: 806/354-4327 Fax: 806/354-4303 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Denise Davenport, Library Clerk 
RIE (1983-1985; 1989-); Online database 
MF reader/printer; Copier; Computer 
terminal 

Administrators/Directors/Principals; School 
districts; Librarians 

Research; Technical assistance; Library 
services; Interlibrary loan 



(755) UNIVERSITY OF TEXAS AT ARLINGTON 
Library 

P.O. Box 19497 
702 College Street 
Arlington, TX 76019 

Phone: 817/272-3000 Fax: 817/272-5797 

E-mail: lindsey@library.uta.edu 
URL: http://www.uta.edu/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Julie Alexander, Associate Director, Library 
Services; Tom Lindsey, Documents 
Librarian 

RIE (1966-); CUE (1970-1995); 

Thesaurus (13th, 1995); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
General public 

Meetings, conferences; Bibliographic 
instruction; Library services; Interlibrary 
loan 



(756) TEXAS EDUCATION AGENCY 
1701 North Congress Avenue 
Austin, TX 78701 

Phone: 512/463-9050 Fax: 512/463-9838 



Contact: 

Collection: 



Equipment: 



Audiences: 



Services: 



Jan Anderson, Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

State education agencies; State education 
community; State boards of education; 
State vocational education community; 
State vocational educators; State 
government personnel; Department of 
education personnel 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search services for state 
agencies only 



(757) UNIVERSITY OF TEXAS AT AUSTIN 
Perry-Castaneda Library 
P.O. Box P 
Austin, TX 78713 
Phone: 512/495-4250 
E-mail: 11pjs@utxdp.dp.utexas.edu 



Contact: Philip Schwartz, Education Bibliographer; 

Ronald Seeliger, Reference Librarian 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS; RIE 
Cumulative Microfiche (1966-) 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
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(757) UNIVERSITY OF TEXAS AT AUSTIN (cont.) 

Audiences: University/College community; Area 

residents 

Services: Online search services; Paper copy 

reproduction; Microfiche duplication; 
Search strategy consultation; Educational 
documents index; Educational documents 
abstracts 



(758) LAMAR UNIVERSITY 
Gray Library 
Box 10021, L.U. Station 
4400 Martin Luther King Parkway 
Beaumont, TX 77710 

Phone; 409/880-8118 Fax: 409/880-2309 

E-mail: mccord@lub002.lamar.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Juanita Weisel, Head of Reference 
RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



(759) UNIVERSITY OF TEXAS AT BROWNSVILLE 
Oliveria Memorial Library 
Learning Resource Center 
80 Fort Brown 
Brownsville, TX 78520 

Phone: 210/982-0295 Fax: 210/544-5495 

E-mail; tlafleur@utb.edu 



Contact: 



Collection: 



Equipment: 

Audiences: 



Services: 



Dan Nutter, Learning Resource Center; 
Thomas LaFleur, Assistant Director for 
Collection Development 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
University/College alumni; University/ 
College community; Community colleges; 
Area faculty and students; University/ 
College staff 

ERIC microfiche via interlibrary loan; ERIC 
training; Online search training; Curriculum 
guides; Research; Online search services; 
Library services; Audiovisual equipment; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(760) WEST TEXAS A&M UNIVERSITY 
Cornette Library 
WTAMU Box 748 
Canyon, TX 79016-0001 

Phone: 806/656-2229 Fax: 806/656-2213 

URL: http://www.wtamu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Helen Riepma, Associate Librarian 
RIE (1966-); CUE (1975-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Other 

Library services 



(761) TEXAS A&M UNIVERSITY 

Sterling C. Evans Library 

Automated Information Retrieval Service 

College Station, TX 77843 

Phone: 409/862-1895 Fax: 409/862-4575 

E-mail: v0a6429@tamvm1.tamu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Vicki Anders 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
State residents; Other 
Online search training; Bibliographic 
instruction; Online search services; Paper 
copy reproduction; Microfiche duplication; 
Search strategy consultation 



(762) EAST TEXAS STATE UNIVERSITY 
Library 

Reference Services Department 
Commerce, TX 75429 

Phone: 903/886-5719 Fax: 903/886-5723 

E-mail: diane_downing@etsu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Diane Downing, Carolyn Trezevant, 
Marsha Keenan, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

ERIC training; Bibliographic instruction; 
Curriculum guides; Technical assistance; 
Consultant services; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Analysis of search results; Document 
delivery; Interlibrary loan; Search strategy 
consultation; Referrals 



143 



153 

BEST COPY AVAIUISILK 



TEXAS 



Directory of ERIC Resource Collections 



(763) TEXAS A&M UNIVERSITY— CORPUS CHRISTI 
Mary and Jeff Bell Library 
6300 Ocean Drive 
Corpus Christi, TX 78412 
Phone: 512/994-5703 Fax: 512/994-2623 

E-mail: cshupala@falcon.tamucc.edu 
URL: http.V/falcon.tamucc.edu/^libweb 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Christine M. Shupala, Reference/ 
Government Documents Librarian 
RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer 

General public \Afith restrictions; 
University/College community; Area faculty 
and students; University/College students; 
Graduate students 

ERIC publications; Library services; Paper 
copy reproduction; Search services for 
university community only; Interlibrary loan 



(764) DALLAS BAPTIST UNIVERSITY 
Vance Memorial Library 
3000 Mountain Creek Parkway 
Dallas, TX 75211-9299 

Phone: 214/333-5221 Fax: 214/333-5323 

E-mail: lindas@dbu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Linda Stephenson, Public Services; Judy 
Srygley, Technical Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-) 

MF reader; MF reader/printer 
University/College faculty and students; 
University/College consortium members; 
University/College alumni; Area faculty and 
students; Area residents 
ERIC training; Online search training; 
Bibliographic instruction; Technical 
assistance; Online search services; Library 
services; Interlibrary loan; Search strategy 
consultation; Referrals; Search services for 
university community only 



(766) TEXAS WOMAN’S UNIVERSITY 
Blagg-Huey Library 
P.O. Box 425528 
Denton, TX 76204 

Phone: 817/898-3748 Fax. 817/898-3726 

URL. http://www.twu.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



John C. Hepner, Reference Librarian; 

Doris McLain, Serials Supervisor 
RIE (1966-); CUE (1969—); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public by request 
Online search services; Library services 



(767) UNIVERSITY OF NORTH TEXAS 
Willis Library and Science and Technology Library 
P.O. Box 5188 
Denton, TX 76203 

Phone. 817/565-3980 Fax; 817/369-8760 

E-mail: gcollum@library.unt.edu 
URL: http://www.library.unt.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jo Ann Lickteig, Garry Collum, 

Coordinators of Online Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Library services; Paper copy reproduction; 
Microfiche duplication; Bibliographic 
instruction; Document delivery; Interlibrary 
loan; Search strategy consultation 



(768) UNIVERSITY OF TEXAS PAN AMERICAN 

University Library 
Edinburg, TX 78539 

Phone: 210/381-3306 TTY: 210/381-2763 

Fax: 210/381-5196 
E-mail: selene@panam.edu 



(765) DALLAS PUBLIC LIBRARY 

History and Social Sciences Division 
1515 Young Street 
Dallas, TX 75201 
Phone: 214/670-1424 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Heather Williams, Division Manager; Sara 
Harvey, Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Library services; Paper copy reproduction 



Contact: Head of Reference; Reference Librarian 

Collection: RIE (1968-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1966-); Online 
database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Audiences: University/College faculty and students; 

State education community; Area residents 
Services: Bibliographic instruction; Online search 

services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 
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(769) UNIVERSITY OF TEXAS AT EL PASO 

Library 

El Paso, TX 79968-0582 

Phone: 915/747-5643 TTY: 915/747-6499 

Fax: 915/747-5327 
E-mail: emoreno@mail.utep.edu 
URL: http://www.utep.edu/-library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Luke Jastrzebski, Head, Reference 

Department; Esperanza Moreno, 

Reference Librarian 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 

database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students 
Online search training; Bibliographic 
instruction; Online search services; Paper 
copy reproduction 



(770) TEXAS WESLEYAN UNIVERSITY 
Eunice and James L. West Library 
1201 Wesleyan Street 
Fort Worth, TX 76105 

Phone: 817/531-4800 Fax. 817/531-4814 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Bond, Cindy Potter, Pat Young 
RIE (1966-); CUE (1980-); Thesaurus 
(12th, 1990); Microfiche (1978-) 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Bibliographic instruction; Online search 
services; Paper copy reproduction; Search 
strategy consultation 



(771) GARLAND INDEPENDENT SCHOOL DISTRICT 
Professional Library 
Instructional Resource Center 
221 South Ninth Street 
Garland, TX 75040 
Phone: 214/494-8230 



Collection: RIE (1966-); Thesaurus (10th, 1984) 

Equipment: MF reader; Copier 
Audiences: Librarians; Local education community; 
Local school district personnel; 
Administrators/Directors/Principals; 
Graduate students; General public with 
restrictions 

Services: Paper copy reproduction 



(772) CYPRESS-FAIRBANKS INDEPENDENT SCHOOL 
DISTRICT 
10300 Jones Road 
ISC South 
Houston, TX 77065 

Phone: 713/897-4141 Fax: 713/897-6479 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patsy Grace, Librarian 

RIE (1982-); CUE (1982-); Thesaurus 

(12th, 1990); Microfiche (1982-); CD-ROM; 

Online database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Microcomputer 

Ad m in istrato rs/Di recto rs/P rin cipa Is ; 
Teachers/Professors; Librarians; Students 
Online search training; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction; 

Analysis of search results; Interlibrary loan 



(773) HOUSTON BAPTIST UNIVERSITY 
Moody Library 
7502 Fondren Road 
Houston, TX 77074-3298 

Phone: 713/995-3435 Fax: 713/995-3489 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Alicia Calsyn, Reference Librarian 
RIE (1969-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1986-); CD-ROM; 
Online database 
MF reader 

University/College faculty and students 
Paper copy reproduction; Search services 
for university community only 



(774) HOUSTON PUBLIC LIBRARY 

Social Sciences Department 
500 McKinney Avenue 
Houston, TX 77002 
Phone: 713/236-1313 
URL: http://sparc.hpl.lib.tx.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Blaine Davis, Manager; Sandra Silverman, 
Assistant Manager 

RIE (1966-); Thesaurus (12th, 1990); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer; Copier 
General public 

Microfiche; Online search services; Library 
services; Paper copy reproduction 



(775) TEXAS SOUTHERN UNIVERSITY 
Robert James Terry Library 
3100 Cleburne 
Houston, TX 77704 

Phone: 713/527-7147 Fax: 713/639-1875 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Teacher Education Librarian 
Thesaurus (11th, 1987); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
General public with restrictions 
Paper copy reproduction 
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(776) UNIVERSITY OF HOUSTON— CLEAR LAKE 
Neumann Library 
2700 Bay Area Boulevard 
Houston, TX 77058 

Phone: 713/283-3912 Fax: 713/283-3907 

E-mail: garrett@cla.cl.uh.edu 
URL: http://www.cl.uh.edu 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Patricia Garrett, Associate Director: 

Frances Roppolo, Access Services 
RIE (1966-): CUE (1969-); Thesaurus 
(12th, 1990): Microfiche (1966-): CD-ROM: 
Onlino database 
MF reader: MF reader/printer: 

MF duplicator: Copier: Microcomputer: 
Computer terminal 
General public 

ERIC publications; Bibliographic 
instruction; Information dissemination; 
Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction: Microfiche duplication; 
Analysis of search results; Interlibrary loan; 
Search strategy consultation 



(777) UNIVERSITY OF HOUSTON LIBRARIES 
Houston, TX 77204-2091 

Phone: 713/743-1050 Fax: 713/743-9778 

E-mail: aliciagrant.lib16@jetson.uh.edu 
Gopher: info.lib.uh.edu 
URL: http://info.lib.uh.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Amy Huff, Education Librarian; Pat Ensor, 
Head, Information Services 
RIE (1966-): CUE (1969-); Thesaurus 
(13th, 1995): Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Curriculum 
guides; Consultant services; Online search 
services: Paper copy reproduction: 
Microfiche duplication; Interlibrary loan; 
Search strategy consultation 



(778) UNIVERSITY OF ST. THOMAS 
Doherty Library 
3800 Montrose Boulevard 
Houston, TX 77006 

Phone: 713/525-2190 Fax: 713/525-2125 



(779) SAM HOUSTON STATE UNIVERSITY 
Newton Gresham Library 
P.O. Box 2281 
1700 Avenue H 
Huntsville, TX 77341-2281 

Phone: 409/294-1613 Fax: 409/294-3780 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ann Holder, Head, User Services 
RIE (1966-): CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader: Copier; Microcomputer: 
Computer terminal 

University/College faculty and students: 
State residents 

Online search services: Library services; 
Paper copy reproduction 



(780) UNIVERSITY OF DALLAS 
William Blakley Library 
1845 East Northgate Drive 
Irving, TX 75062-4799 

Phone: 214/721-5350 Fax: 214/721-5052 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Claudette Hagle, Director, Public Services; 
Susan Kendall, Reference Librarian 
RIE (1977-): CUE (1972-); Thesaurus 
(11th, 1987); Microfiche (1969-1974 
select); Online database 
MF reader: MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students 
ERIC publications; Bibliographic 
Instruction: Online search services; Paper 
copy reproduction 



(781) CENTRAL TEXAS COLLEGE 
Library 

U.S. Highway 190 West 
Killeen, TX 76541 

Phone: 817/526-1 237 Fax: 817/526-1 878 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Noel Schnitz 

RIE (1966-): CUE (1974-); Thesaurus 
(13th, 1995): Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
General public for a fee; Local school 
district personnel 

ERIC publications; Library services; Paper 
copy reproduction 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Reference Department 
RIE (1966-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1975-); CD-ROM 
MF reader; MF reader/printer; 
Microcomputer: Computer terminal 
University/College faculty and students 
Library services 



(782) TEXAS A&M UNIVERSITY— KINGSVILLE 
James C. Jernigan Library 
Campus Box 197 
Kingsville, TX 78363 

Phone: 51 2/593-341 8 Fax: 51 2/595-3500 

E-mail, kabrs00@tamuk.edu 

Contact: Bruce R. Schueneman, Head of Technical 

Services 

Collection: Thesaurus (13th, 1995); Microfiche 

(1967-): CD-ROM; Online database 
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(782) TEXAS A&M UNIVERSITY— KINGSVILLE (cont.) 

Equipment: MF reader; MF reader/printer: Copier; 

Microcomputer 
Audiences: General public 

Services: ERIC microfiche via interlibrary loan; ERIC 

publications; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 

(783) BRAZOSPORT COLLEGE LIBRARY 
500 College Drive 

Lake Jackson, TX 77566 

Phone: 409/266-3310 Fax: 409/265-2944 

URL: http://www.brazosport.cc.tx.us 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Dan Walther 

RIE (1984-); CUE (1984-); Thesaurus 
(12th, 1992) 

MF reader/printer; Copier; Computer 
terminal; Microfilm reader/printer 
University/College community; 
University/College consortium members; 
Community colleges; General public 
for a fee 

Bibliographic instruction; Library services 



(784) LAREDO STATE UNIVERSITY 
Harold R. Yeary Library 
One West End Washington Street 
Laredo, TX 78040 

Phone: 210/722-8001 Fax: 210/727-7165 



(786) STEPHEN F. AUSTIN STATE UNIVERSITY 
Ralph W. Steen Library 
P.O. Box 13055 SFA Station 
Nacodoches, TX 75962-3055 
Phone. 409/468-4217 TTY: 409/468-4538 

Fax: 409/468-4117 
E-mail: ref1@sfalib.sfasu.edu 
URL: http./Zlibweb.sfasu.edu/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Jeanne Pyle, Access Services Librarian 
RIE (1966-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; ERIC training; Online 
search training; Bibliographic instruction; 
Curriculum guides; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Document 
delivery; Interlibrary loan; Search strategy 
consultation; ERIC videotape 



(787) UNIVERSITY OF TEXAS OF THE PERMIAN 
BASIS 

Library 

4901 East University 
Odessa, TX 79762 

Phone. 915/367-2189 Fax: 915/367-2115 

E-mail: h_groves@libra.pb.utexas.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



William Wisner, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(785) TEXAS TECH UNIVERSITY 
Library 

18th Street at Boston 
Lubbock, TX 79409-0002 

Phone: 806/742-2236 Fax: 806/742-0737 

URL. http://www.ttu.edu/~library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Oleta Armstrong, Reference; Mary Ann 
Higdon, Head, Information Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Helen Groves, Reference Librarian; 

Marie Almond 

RIE (1968-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1970-); Online 
database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Local residents 

Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only 



(788) PASADENA INDEPENDENT SCHOOL DISTRICT 
1515 Cherrybook 
Pasadena, TX 77502 

Phone: 713/920-6991 Fax: 713/475-7989 

E-mail: bbishop@tenet.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Barry Bishop, Instructional Specialist 
RIE (1985-); CUE (1985-); Microfiche 
(1985-); CD-ROM 

MF reader/printer; Copier; Microcomputer 
Local school district personnel 
Microfiche blowback 
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(789) WAYLAND BAPTIST UNIVERSITY 

Van Howeling Library 
1900 West Seventh 
Plainview, TX 79072 

Phone: 806/296-4737 Fax: 806/296-4736 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Dorothy Planas, Reference Librarian 
RIE (1981-1992); CUE (1981-1987 fiche); 
Thesaurus (12th, 1990); Microfiche 
(1990-); Online database; RIE/ClJE 
subject indexes on microfiche (1966-1980; 
1990 -) 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Local residents 

ERIC microfiche via interlibrary loan; 
Library services 



(790) PRAIRIE VIEW AGRICULTUPJVL AND 
MECHANICAL UNIVERSITY 
John B. Coleman Library 
Periodicals Department 
Box 519 

Prairie View, TX 77446 

Phone: 409/857-2756 Fax: 409/857-2755 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Dorcas Okoro, Serials Librarian 
RIE (1967-); CUE (1976-); Thesaurus 
(10th, 1984); Microfiche (1966-); Online 
database 

MF reader: MF reader/printer; Copier; 
Computer terminal 
University /Co liege faculty 
Online search services; Library services; 
Paper copy reproduction 



(791) UNIVERSITY OF TEXAS AT DALLAS 
Eugene McDermott Library 
P.O Box 830643 
Richardson, TX 75083-0643 
Phone: 214/690-2955 Fax: 214/690-2473 



Contact: Paula Sutherland, Government 

Documents/Microform Librarian; Ellen 
Safley, Head of Reference 

Collection: RIE (1966-); CUE (1972-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College community; 

University/College librarians; General 
public with restrictions 

Services: Online search services; Paper copy 

reproduction 



(792) ANGELO STATE UNIVERSITY 
Porter Henderson Library 
2601 West Avenue N 
San Angelo, TX 76909 

Phone: 915/942-2222 Fax: 915/942-2198 

URL: http://www.angelo.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marilyn Dunham 

RIE (1979-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents 

Bibliographic instruction; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche blowback 



(793) OUR LADY OF THE LAKE UNIVERSITY 
Main Library 

411 Southwest 24th Street 
San Antonio, TX 78207-4666 
Phone: 210/434-6711 Fax: 210/436-1616 

E-mail: oilu@lake.ollusa.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Judy Larson, Head of Public Services 
RIE (1967-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Area residents 

ERIC microfiche via interlibrary loan; 

Online search services; Library services; 
Paper copy reproduction 



(794) TRINITY UNIVERSITY 
Elizabeth Coates Maddux Library 
715 Stadium Drive 
San Antonio, TX 78212 
Phone: 210/736-7213 

URL: http://www.trinity.edu/departments/maddux_library/ 
library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary C. Clarkson, User Education 
Librarian 

RIE (1969-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1969-); CD-ROM 
MF reader; MF reader/printer; Computer 
terminal 

University/College faculty and students 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Interlibrary loan 
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(795) UNIVERSITY OF TEXAS AT SAN ANTONIO 
Library 

6900 North Loop 1604 West 

San Antonio, TX 78249-0671 

Phone; 210/691-5982 Fax: 210/691-4571 

E-mail: thurston@lonestar.utsa.edu 

Telnet; ustaibm.utsa.edu 

URL; http://www.utsa.edu/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Charles Thurston, Education/Reference 
Librarian 

RIE (1968-); CUE (1969-); Thesaurus 
(13th, 1995): Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer 

University/College administrators/directors; 
University/College faculty and students; 
General public with restrictions; 
Researchers 

Bibliographic instruction; Library services; 
Paper copy reproduction; Microfiche 
blowback; Interlibrary loan; Search strategy 
consultation 



(796) UNIVERSITY OF THE INCARNATE WORD 
J.E. and L.E. Mabee Library 
4301 Broadway, CPO Box T-6 
San Antonio, TX 78209 

Phone; 210/829-3835 Fax: 210/829-6041 

E-mail: morgan@the-college.iwctx.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Basil A. Aivaliotis, Head of Public Services 
RIE (1966-); CUE (1985-); Thesaurus 
(12th, 1990); Microfiche (1987-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
University /Co liege alumni; University/ 
College consortium members; Area faculty 
and students; Local school district 
personnel 

Information dissemination; Online search 
services; Library services; Paper copy 
reproduction 



(797) SOUTHWEST TEXAS STATE UNIVERSITY 
University Library 
San Marcos, TX 78666-4604 
Phone: 512/245-2685 Fax: 512/245-3002 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Margaret Vaverek, Online Services; 

Robert Harris, Chief Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM: 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(798) TEXAS LUTHERAN COLLEGE 
Blumberg Library 
1000 West Court Street 
Seguin, TX 78155 
Phone: 210/372-8000 



Contact: 

Audiences: 

Services: 



Reference 

University/College faculty and students 
Library services 



(799) TARLETON STATE UNIVERSITY 
Dick Smith Library 
Tarleton Station 
Box T-0450 

Stephenville, TX 76402 

Phone: 817/968-9246 Fax: 817/968-9467 

E-ma il; kjones@wiza rd .ta rieton .ed u 
Gopher: gopher.tarleton.edu:70/ 

URL: http://www.tarleton.edu/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Donna Savage, Director, Public Services; 
Trudy Carlson, Education Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

Copier; Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



(800) EAST TEXAS STATE UNIVERSITY AT 
TEXARKANA 

Library 

P.O. Box 6187 
Texarkana, TX 75505 

Phone: 903/838-6514 x411 Fax: 903/831-7429 
E-mail: teri_stover@etsu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Toy Thomas, Public Services Librarian; 
Martha Cline, Microforms Assistant 
RIE (1966-); CUE (1979-1991); 

Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University/College alumni; State residents 
Bibliographic instruction; Curriculum 
guides; Online search services; Paper 
copy reproduction; Interlibrary loan; Search 
strategy consultation 



(801) TEXAS COLLEGE 
D.R. Glass Library 
2404 North Grand Avenue 
Tyler, TX 75702 
Phone: 903/593-8311 x37 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary L. Cleveland 

RIE (1966-1975); Thesaurus (10th, 1984); 
Microfiche (1968-1975) 

MF reader 

University/College faculty and students 
Library services 
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(802) UNIVERSITY OF TEXAS AT TYLER 
Robert R. Muntz Library 
3900 University Boulevard 
Tyler, TX 75701 
Phone: 903/566-7340 x280 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Annie Bearry, Reference Librarian 
RIE (1966-): CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1971-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/Co liege faculty and students; 
State education community; State 
residents 

Online search services; Paper copy 
reproduction 



(803) SOUTHWEST TEXAS JUNIOR COLLEGE 
Will C. Miller Memorial Library 
2401 Garner Field Road 
Uvalde, TX 78801-6297 

Phone: 210/591-7254 Fax: 210/591-7354 

E-mail: jaswink@aol.com 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Glenda Swink, Library Director 
Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier 
General public 

ERIC publications; Information 
dissemination; Interlibrary loan 



(804) VICTORIA COLLEGE— UNIVERSITY OF 
HOUSTON 
Victoria Library 
2602 North Ben Jordan 
Victoria, TX 77901 

Phone: 512/576-3151 Fax: 512/573-4401 

E-mail: vlibaksl@vlcvx2.vic.uh.edu 



(805) BAYLOR UNIVERSITY 
Jesse H. Jones 

Social Science and Humanities Reference Department 
P.O. Box 97146 
Waco, TX 76798-7146 

Phone: 817/755-2122 Fax: 817/752-5332 

E-mail: sheetsj@baylor.edu 
URL: http://www.baylor.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janet Sheets, Head of Social Sciences 
and Humanities 

RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1971-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
Area residents; Authorized library users 
Bibliographic instruction; Technical 
assistance; Online search services; Library 
services; Paper copy reproduction; Search 
services for university community only; 
Search strategy consultation 



(806) TEXAS STATE TECHNICAL INSTITUTE— WACO 
Library 

3801 Campus Drive 
Waco, TX 76705 

Phone: 817/867-4846 Fax: 817/799-0501 

E-mail: ezhao@tsti.edu 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1975-); CUE (1978-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public by request 

ERIC microfiche via interlibrary loan; 

Online search services; Paper copy 
reproduction; Interlibrary loan 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karen Locher, Head of Public Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Training, seminars, workshops; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction 



(807) MIDWESTERN STATE UNIVERSITY 
Moffett Library 
3410 Taft 

Wichita Falls, TX 76308 

Phone: 817/689-4204 Fax: 817/689-4689 

E-mail: msulib@nexus.mwsu.edu 
URL: http.7/www.mwsu.edu/htmldocs/departments/ 
moffett_library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Allison Breen, Reference Librarian 
RIE (1966-); CUE (1972-); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 
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(808) SOUTHERN UTAH UNIVERSITY 
Library 

300 West Center Street 
Cedar City, UT 84720 

Phone: 801/586-7933 Fax: 801/586-7934 

E-mail: graff@cc.suu.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



S. Julian, Reference 
RIE (1966-); CUE (1972-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(809) UTAH STATE UNIVERSITY 
Merrill Library 
UMC 30 

Logan, UT 84321 

Phone: 801/750-2678 Fax: 801/750-2677 



Contact: 

Collection: 



Equipment: 



Audiences: 



Services: 



John Elsweiler, Head, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University /Co liege faculty and students; 
Local residents; Local school district 
personnel 

ERIC microfiche via interlibrary loan; ERIC 
publications; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



(811) BRIGHAM YOUNG UNIVERSITY 
Harold B. Lee Library 
Provo, UT 84602 

Phone: 801/378-3809 Fax: 801/378-6347 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Thomas Wright, Education Librarian; 

Roger Flick, Computer-Assisted Research 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents 

ERIC publications; Bibliographic 
instruction; Online search services; Library 
services 



(812) UNIVERSITY OF UTAH 
Marriott Library 
Salt Lake City, UT 84112 

Phone: 801/581-6273 Fax: 801/585-3464 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Curley Jones, Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
General public 

Paper copy reproduction; Microfiche 
duplication 



(813) UTAH STATE OFFICE OF EDUCATION 
Research Library 
250 East 500 South 
Salt Lake City, UT 84111 

Phone: 801/538-7802 Fax: 801/538-7882 



(810) WEBER STATE UNIVERSITY 
Stewart Library 

Reference and Information Services 
2901 University Circle 
Ogden, UT 84408-2901 

Phone: 801/626-6415 Fax: 801/626-7045 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Evan Christensen, Education 
Bibliographer; Kathy Payne, Reference 
and Information Services 
RIE (1966-1995); CUE (1969-1971; 
1978-1995); Thesaurus (12th, 1990); 
Microfiche (1966-); CD-ROM; Online 
database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



Contact: Randy Raphael, Research Librarian 

Collection: Thesaurus (12th, 1990); Microfiche 

(1966-); CD-ROM; Online database 
Equipment: MF reader; Copier 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan; 

Research; Information dissemination; 
Online search services; Analysis of search 
results; Document delivery; Interlibrary 
loan; Search strategy consultation; 
Referrals 
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(814) UNIVERSITY OF VERMONT 
Bailey/Howe Library 
Burlington, VT 05405-0036 
Phone: 802/656-2022 Fax: 802/656-4038 

E-mail: lbrew@moose.uvm.edu 
Gopher: sageunix.uvm.edu 
URL: http://sageunix.uvm.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Linda Brew, Curriculum Materials Center; 
Milton Crouch, Information and Instruction 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1979-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents 

ERIC publications; Online search services; 
Library sen/ ices; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan; 
Search strategy consultation 



(815) CASTLETON STATE COLLEGE 
Library 

Castleton, VT 05735 

Phone: 802/468-5611 Fax: 802/468-2421 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sandra Duling, Coordinator of Reference 
Sen/ices 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1978-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Online search sen/ices; Library sen/ices; 
Paper copy reproduction 



(816) VERMONT DEPARTMENT OF LIBRARIES 
109 State Street 
Montpelier, VT 05609-0601 
Phone: 802/828-3268 Fax: 802/828-2199 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marjorie D. Zunder, Library Information 
Services Coordination; Paul Donovan, 

Law Reference 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1978-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public by request 
Online search services; Library services; 
Paper copy reproduction 
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(817) ALEXANDRIA CITY PUBLIC SCHOOLS 
Nichols Professional Library 
Educational Media Center 
2000 North Beauregard Street 
Alexandria, VA 22311 

Phone: 703/824-6674 Fax: 703/998-8299 

E-mail: sbyrnes@pen.k12.va.us 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Stephanie C. Byrnes, Librarian 
RIE (1974-); CUE (1974-); Thesaurus 
(13th, 1995): Microfiche (1971-); Online 
database 

MF reader: MF reader/printer: Copier: 
Microcomputer: Computer terminal 
Local school district personnel: Area 
residents: General public by request 
ERIC microfiche via interlibrary loan: ERIC 
publications: Training, seminars, 
workshops: information dissemination; 
Online search services; Library services; 
Paper copy reproduction; Analysis of 
search results; Document delivery: Search 
services for school personnel only; Search 
strategy consultation 



(820) VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY 
Carol M. Newman Library 
Blacksburg, VA 24061 

Phone: 540/231-8949 Fax: 540/231-9263 

URL: http://www.lib.vt.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Susan Ariew, Librarian 

RIE (1967-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1966-); CD-ROM; 

Online database; ERICTOOLS 

MF reader: MF reader/printer; Copier 

General public 

ERIC publications: Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(821) BLUEFIELD COLLEGE 
Reference Department 
Easley Library 
3000 College Drive 
Bluefield, VA 24605-1799 

Phone: 540/326-4238 Toll-free: 800/833-9533 

Fax: 540/326-4268 



(818) ARLINGTON PUBLIC SCHOOLS 
Professional Library 
1426 North Quincy Street 
Arlington, VA 22207 

Phone: 703/358-6085 Fax: 703/358-6186 

E-mail: nbuchhlz@capcon.net 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Nancy Buchholz 

RIE (1966-): CUE (1973-); Thesaurus 
(12th, 1990): CD-ROM; Online database; 
ERICTOOLS 

MF reader/printer: Copier; Microcomputer; 

Computer terminal 

General public by request 

Online search services; Library services; 

Interlibrary loan; Search strategy 

consultation 



(819) EDUCATIONAL RESEARCH SERVICE 
2000 Clarendon Boulevard 
Arlington, VA 22201 

Phone: 703/243-2100 Fax: 703/243-8316 

E-mail: ers@access.digex.net 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Josephine Franklin, Coordinator, 

Information Services 

RIE (1966-): CUE (1969-); Thesaurus 

(13th, 1995); CD-ROM; Online database 

MF reader; Copier; Microcomputer; 

Computer terminal 

Subscribers 

Online search services 



Collection: Thesaurus (12th, 1990); Microfiche 

(1966-1980; 1993-); CD-ROM; Online 
database 

Audiences: University/College faculty and students 
Services: Library services 

(822) UNIVERSITY OF VIRGINIA 
Education Library 
405 Emmet Street 
Ruffner Hall 

Charlottesville, VA 22903 

Phone: 804/924-0870 Fax: 804/924-0747 

E-mail: hlasf@virginia.edu 



Collection: 



Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Computer 

terminal 

General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction 



(823) AVERETT COLLEGE 
Blount Library 
344 West Main Street 
Danville, VA 24541 

Phone: 804/791-5692 Toll-free: 800/791-5696 

Fax: 804/791-5637 



Contact: Martha Beals, Reference Librarian 

Collection: RIE (1966-1990); CUE (1969-); 

Thesaurus (12th, 1990); Microfiche 
(1976-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 
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(823) AVERETT COLLEGE (cont.) 

Audiences: General public with restrictions 
Services: Paper copy reproduction; Educationai 

documents index; Educational documents 
abstracts 

(824) FAIRFAX COUNTY PUBLIC SCHOOLS 
Professional Library in Education 

3500 Old Lee Highway 
Fairfax, VA 22030 

Phone: 703/591-4514 Fax: 703/385-2743 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Betty Chilton, Staff Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Library services; Paper 
copy reproduction 



(825) GEORGE MASON UNIVERSITY 
Fenwick Library 
4400 University Drive 
Fairfax, VA 22030 

Phone: 703/993-2214 Fax: 703/993-2229 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marjorie Posner, Reference Librarian; 
Laura Rein, Head of Reference 
RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); Online 
database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(826) VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY 

Northern Virginia Graduate Center Library 

2990 Telestar Court 

Falls Church. VA 22042-1287 

Phone: 703/698-6011 Fax: 703/698-6013 

E-mail: bruin@vt.edu 

URL: http://www.lib.vt.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Maggie Zarnosky, Librarian 
Thesaurus (12th, 1990); CD-ROM 
Copier 

General public 
Library services 



(827) LONGWOOD COLLEGE 
Longwood College Library 
Redford and Pine Streets 
Farmville, VA 23901 

Phone: 804/395-2633 Fax: 804/395-2453 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ibrahim M. Stwodah, Head, Reader 
Services; Beverly Abdus-Sabur, 

Interlibrary Loan 

RIE (1977-); CUE (1971-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search training; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan 



(828) U.S. ARMY TRANSPORTATION AND AVIATION 
LOGISTICS SCHOOL 
Building 705, Room 36 
Information Center 
Fort Eustis, VA 23604 

Phone: 804/878-41 26 Fax: 804/878-6256 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Valerie D. Fashion, Reference Librarian 
RIE (1978-); CUE (1966-); Thesaurus 
(9th, 1982); Microfiche (1975-) 

MF reader; MF reader/printer; Copier 
Military personnel; Government personnel 
Online search services; Library services; 
Microfiche blowback; Interlibrary loan 



(829) HAMPTON CITY SCHOOLS 
Library/Media Services 
1819 Nickerson Boulevard 
Hampton. VA 23663 

Phone: 804/850-5321 Fax: 804/850-5130 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sherry Holt 

RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1976-); Online 
database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
School districts 

Online search services; Library services; 
Paper copy reproduction 



(830) HAMPTON UNIVERSITY 
The William R. and Norma B. Harvey Library 
Hampton. VA 23668 
Phone: 804/727-5379 



Contact: Frank Edgcombe. Periodicals Librarian 

Collection: RiE (1966-); CiJE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 
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(830) HAMPTON UNIVERSITY (cont.) 

Audiences: University/College faculty and students 
Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Search strategy consultation 

(831) JAMES MADISON UNIVERSITY 
Carrier Library 

Harrisonburg, VA 22807 
Phone: 703/568-6267 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Candace Miller, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; Copier; Computer terminal 
General public 

Online search services; Library services; 
Audiovisual equipment; Topical packages; 
Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only; Document delivery; 
Interlibrary loan 



(832) LOUDOUN COUNTY PUBLIC SCHOOLS 
Instructional Materials Center 
20 Union Street, NW 
Leesburg, VA 22075 

Phone: 703/771-6519 Fax: 703/771-6776 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Peggy M. Davis, Secretary 
RIE (1985-); CUE (1987-); Thesaurus 
(12th, 1990); Microfiche (1965-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

General public with restrictions 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
services for school personnel only; Search 
strategy consultation 



(833) VIRGINIA MILITARY INSTITUTE 
Preston Library 
Reference Department 
Lexington, VA 24450 

Phone: 703/464-7129 Fax: 703/464-7279 

Gopher, vax.vmi.edu 

URL: http://www.vmi.edu/-wviwhtml/library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Janet S. Holly, Assistant Reference 
Librarian 

RIE (current 5 years) 

MF reader; MF reader/printer; Copier; 
Microfilm reader/printers 
General public 
Library services 



(834) LIBERTY UNIVERSITY 

Library 

3765 Candler’s Mountain Road 

Lynchburg, VA 24506-8001 

Phone: 804/582-2220 Fax: 804/582-2017 

E-mail: cmerat@liberty.edu 

URL: http://www.liberty.edu/library/library.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Carl Merat, Technical Services Librarian 
RIE (1979-); CUE (1982-); Thesaurus 
(12th, 1990); Microfiche (1976-); CD-ROM; 
Online database 
Microfilm copiers 
General public 

Online search training; Bibliographic 
instruction; Curriculum guides; Technical 
assistance; Consultant services; Online 
search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Analysis of search results; 
Search strategy consultation 



(835) LYNCHBURG COLLEGE 
Knight-Capron Library 
Lynchburg, VA 24501 

Phone: 804/544-8204 Fax: 804/544-8499 

E-mail: pollock@lynchburg.edu 
Gopher: acawax.lynchburg.edu 
URL: http://www.lynchburg.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Carol J. Pollock, Public Services 
CUE (1970-); Microfiche (1976-); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier 
University /Co liege faculty and students 
ERIC microfiche via interlibrary loan; 
Online search services; Library services; 
Audiovisual equipment; Interlibrary loan 



(836) OLD DOMINION UNIVERSITY 
University Library 
Norfolk, VA 23529-0256 

Phone: 804/440-4178 Fax: 804/683-5035 

URL: http://netserv.lib.odu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karen Vaughan, Automated Reference 
Services; Nancy McAuliffe, Education 
Librarian 

RIE (1966-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Library services; 
Microfiche duplication 
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(837) VIRGINIA STATE UNIVERSITY 
Johnston Memorial Library 
Box JJ 

Petersburg, VA 23803 

Phone: 804/524-5582 Fax: 804/524-5482 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary W. Bailey, Head, Reference 
Services; Gloria Beck; Susan Lobaugh 
RIE (1966-); CUE (1970-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

Bibliographic instruction; Research; 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Analysis of search results; 
Document delivery; Interlibrary loan; 

Search strategy consultation; Educational 
documents index; Educational documents 
abstracts; Referrals 



(838) RADFORD UNIVERSITY 
McConnell Library 
Radford, VA 24142 

Phone: 703/831-5471 Fax: 703/831-6104 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Larry Pollard, Greta Williams 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 

Online database 

MF reader; MF reader/printer 

General public 

Paper copy reproduction; Interlibrary loan 



(840) VIRGINIA COMMONWEALTH UNIVERSITY 
James B. Cabell Library 
Documents Department 
P.O. Box 2033, 901 Park Avenue 
Richmond, VA 23284 

Phone: 804/367-1101 Fax: 804/367-0151 

E-mail: lluster@vcuvax,bitnet 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Louveller Luster, Administrator, 
Government Documents 
Microfiche (1966-); CD-ROM; Online 
database 

MF reader; MF reader/printer; 

MF duplicator 
University/College faculty 
Online search services; Library services; 
Paper copy reproduction 



(841) VIRGINIA DEPARTMENT OF EDUCATION 
Professional Education Information Center 
101 North 14th Street 
Monroe Building, 18th Floor 
Richmond, VA 23219-2120 
Phone: 804/225-3129 Fax: 804/371-2455 

E-mail: jkoontz@pen.k12,va.us 



Collection: 



Equipment: 

Audiences: 



Services: 



RIE (1968-); CUE (1970-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Computer 
terminal 

Administrators/Directors/Principals; 
Teachers/Professors; Education agencies; 
School districts; Librarians 
Online search services; Library services 



(839) ERIC CLEARINGHOUSE ON DISABILITIES AND 
GIFTED EDUCATION 
The Council for Exceptional Children 
1920 Association Drive 
Reston, VA 20191-1589 
Phone: 703/264-9474 TTY: 264-9449 

Toll-free: 800/328-0272 Fax: 703/620-2521 

E-mail: ericec@cec.sped.org 
URL: http://www.cec.sped.org/ericec.htm 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Bernadette Knoblauch, User 
Services/Publications; Kathleen McLane, 
Database Development 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer 
General public 

ERIC publications; ERIC training; 
Information dissemination; Online search 
services; Topical packages; Microfiche 
blowback; Search strategy consultation; 
Referrals 



(842) ERIC DOCUMENT REPRODUCTION SERVICE 
7420 Fullerton Road, Suite 110 
Springfield, VA 22153-2852 

Phone: 703/440-1400 Toll-free: 800/443-ERIC 

Fax: 703/440-1408 

E-mail: edrs@inet.ed.gov 

Gopher: edrs.com 

URL: http://edrs.com 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Don Frank, Customer Services Manager; 
Nancy Johnson, Marketing Manager 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM 
MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

Microfiche; ERIC publications; Technical 
assistance; Information dissemination; 
Publication production/dissemination; 
Topical packages; Paper copy 
reproduction; Microfiche duplication; 
Microfiche blowback 
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(843) ADJUNCT ERIC CLEARINGHOUSE ON 
CHILD CARE 

National Child Care Information Center 
301 Maple Avenue West, Suite 602 
Vienna, VA 22180 

Toll-free: 800/616-2242 Fax: 800/716-2242 

E-mail: agoldstein@acf.dhhs.gov 

URL: http://ericps.ed.uiuc.edu/nccic/nccichome.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Anne Goldstein 
Online database 
Copier 

General public 

ERIC publications; Information 
dissemination 



(844) REGENT UNIVERSITY 
Library 

1000 Regent University Drive 
Virginia Beach, VA 23464-9800 
Phone: 804/579-4180 Fax: 804/579-4179 

URL: http://www.regent.edu/lib 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Sandra Yaegle, Education Librarian 
RIE (1977-); CUE (1977-); Thesaurus 
(12th, 1990); Microfiche (1977-); CD-ROM; 
Online database; ERICTOOLS; ERIC 
Instruction Kit 

MF reader; MF reader/printer; Copier 
University/College administrators/directors; 
University/College faculty and students; 
University/College alumni; University/ 
College community; University/College 
consortium members; General public with 
restrictions 

ERIC publications; Information 
dissemination; Library services; Search 
services for university community only 



(845) TIDEWATER COMMUNITY COLLEGE 
Virginia Beach Campus Library 
1700 College Crescent 
Virginia Beach, VA 23456 

Phone: 804/427-71 66 Fax: 804/427-7326 

E-mail: tcdessj@vccs.cent.bitnet 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jacquelyn Dessino, Reference Librarian 
RIE (1980-); CUE (1978-); Thesaurus 
(11th, 1987); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

Library services; Search services for 
university community only 



(846) COLLEGE OF WILLIAM AND MARY 
Earl Gregg Swem Library 
P.O. Box 8794 
Williamsburg, VA 23187 

Phone: 804/221-3067 Fax: 804/221-3088 

E-mail: libref@mail.wm.edu 
Gopher: gopher.wm.edu 
URL: http://janus.swem.wm.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Don Welsh, Coordinator of Reference 
Services; Reference Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



(847) SHENANDOAH UNIVERSITY 
Alson H. Smith, Jr., Library 
1460 University Drive 
Winchester, VA 22601 

Phone: 540/665-4632 Fax: 540/665-4609 

E-mail: library@su.edu 
URL: http://www.su.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Rosemary Green Heath, Assistant 
Librarian for Public Services 
Thesaurus (12th, 1990); Microfiche 
(1991-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier 
University/College faculty; General public 
for a fee 

Bibliographic instruction; Online search 
services; Library services; Interlibrary loan; 
Search services for university community 
only 
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(848) WESTERN WASHINGTON UNIVERSITY 
Wilson Library 
Bellingham, WA 98225 

Phone: 206/676-3295 Fax: 206/676-3044 



Contact: 


Enid E. Haag, Education Librarian 


Collection: 


RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 


Equipment: 


MF reader; MF reader/printer; 
Microcomputer; Computer terminal 


Audiences: 


General public 


Services: 


Online search services; Library services; 
Paper copy reproduction 


(849) FACTS 


ONLINE 



812 Vista Drive 
Camano, WA 98292 

Phone: 360/652-3059 Fax: 360/652-3059 

E-mail: 75000.2263@compuserve.com 

Collection: Thesaurus (11th, 1987); Online database 

Equipment: Microcomputer 
Audiences: General public for a fee 
Services: Online search services 



(850) EASTERN WASHINGTON UNIVERSITY 
Kennedy Library 
Cheney, WA 99004 

Phone: 509/359-2263 Fax: 509/359-6456 

E-mail: smilton@ewu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Suzanne Milton, Head of Reference and 
Instruction 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC microfiche via interlibrary loan; 

Online search training; Bibliographic 
instruction; Information dissemination; 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
blowback; Document delivery; Interlibrary 
loan; Search strategy consultation 



(851) CENTRAL WASHINGTON UNIVERSITY 
Library 

Documents Department 
Ellensburg, WA 98926 

Phone: 509/963-1541 Fax: 509/693-3684 

E-mail: shymkog@tahoma.cwu.edu 
URL: http ://ta horn a. cwu.edu:2000/- library 



Contact: Greg Shymko, Assistant Documents 

Librarian 

Collection: RIE (1 966-); CUE (1 969-); Thesaurus 

(13th, 1995); Microfiche (I960-); CD-ROM; 
Online database 



(851) CENTRAL WASHINGTON UNIVERSITY (cont.) 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
Audiences: General public 

Services: ERIC publications; Online search services; 

Microfiche duplication 

(852) RESEARCH CENTER NORTHWEST 
EDUCATIONAL SERVICE DISTRICT NUMBER 189 

205 Stewart Road 
Mount Vernon, WA 98273 

Phone: 360/424-9573 Fax: 360/424-91 80 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Joan Stocker, Learning Resources 
Consultant 

RIE (1984-); Thesaurus (13th, 1995); 
Microfiche (1967-); CD-ROM 
MF reader/printer; MF duplicator; Copier 
Administrators/Directors/Principals; 
Counselors/Social workers; Local 
education agencies; State education 
agencies; Local Board of Education; 
School districts; Librarians; Graduate 
students; Special educators 
Paper copy reproduction; Microfiche 
duplication; Search strategy consultation; 
Educational documents abstracts 



(853) STATE SUPERINTENDENT OF PUBLIC 
INSTRUCTION 
Educational Materials Center 
Old Capitol Building 
P.O. Box 47200 
Olympia, WA 98504-7200 

Phone: 360/753-6731 Fax: 360/664-3314 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Bobbie J. Patterson, Program Supervisor 
Microfiche (1966-) 

MF reader; MF reader/printer 
General public with restrictions; School 
districts 

Audiovisual equipment; Interlibrary loan; 
Educational documents index 



(854) EDUCATIONAL SERVICE DISTRICT NUMBER 123 
124 South Fourth Street 
Pasco, WA 99301 

Phone: 509/547-8441 Fax: 509/547-1734 

E-mail: hquesenb@mirage.esd123.wednet.edu 

Contact: Holly Quesenberry, ERIC Clerk 

Collection: Thesaurus (12th, 1990); Microfiche 

(1970-); CD-ROM 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier 
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(854) EDUCATIONAL SERVICE DISTRICT 
NUMBER 123 (cont.) 

Audiences: Administrators/Directors/Principals; 

Education agencies; Area faculty and 
students; School districts; Librarians; 
Researchers 

Services: ERIC training; Paper copy reproduction; 

ERIC videotape 

(855) WASHINGTON STATE UNIVERSITY 
Brain Education Library 

130 Cleveland Hall 
Pullman, WA 99164 

Phone: 509/335-1591 Fax: 509/335-9172 

E-mail: educref@wsunix.wsu.edu 

URL: http://www.wsulibs.wsu.edu/brain.htm 



(857) SEATTLE PUBLIC LIBRARY 
Education/Psychology/Sociology Department 
1000 Fourth Avenue 
Seattle, WA 98104 

Phone: 206/386-4620 Fax: 206/386-4639 

E-mail: ses@spl.lib.wa.us 
Gopher: latte.spl.lib.wa.us 
URL: http://www.spl.lib.wa.us/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lynn Daniel, Reference Librarian; 

Mardell Moore, Reference Librarian 
RIE (1975-); CUE (1982-); Thesaurus 
(11th, 1987); Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 
Online search services 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Nancy Baker 

RIE (1967-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1968- select); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(856) SEATTLE PACIFIC UNIVERSITY 
Weter Memorial Library 
3307 Third Avenue West 
Seattle, WA 98119 

Phone: 206/281-2228 Fax: 206/281-2936 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Kate Shelby-Morten, Specialist 
for Education 

RIE (1968-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier 
University/College faculty and students; 
University /College alumni; University/ 
College consortium members 
Bibliographic instruction; Library services; 
Paper copy reproduction; Microfiche 
duplication; Search services for university 
community only; Interlibrary loan 



(858) SEATTLE UNIVERSITY 
Lemieux Library 
Broadway and Madison 
Seattle, WA 98122 

Phone: 206/296-6230 Fax: 206/296-2572 

URL; http://www.seattleu.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Robert Novak, Information Services 
Librarian 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1977-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students 
Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(859) UNIVERSITY OF WASHINGTON 
Health Sciences Library and Information Center 
Box 357155 

University of Washington 
Seattle, WA 98195-7155 

Phone: 206/543-7478 Fax: 206/685-4710 

E-mail: hsl@u.washington.edu 

URL: http://www.hslib.washington.edu/hsl/hify/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Christine Beanler, Librarian 

Thesaurus (13th, 1995); CD-ROM; Online 

database 

MF reader; Copier; Microcomputer; 
Computer terminal 

General public for a fee; University/College 
faculty; Health care professionals; 
University/College students; Medical center 
faculty, students, and staff 
Online search services; Library services; 
Document delivery 
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(860) UNIVERSITY OF WASHINGTON 
University of Washington Libraries 
Box 352900 

Seattle, WA 98195-2900 

Phone: 206/543-3890 Fax: 206/685-8049 

E-mail: tjewell@u.washington.edu 
URL: http://www.lib.washington.edu 



(863) UNIVERSITY OF PUGET SOUND 
Collins Library 
1500 North Warner Street 
Tacoma, WA 98416 

Phone: 206/756-3216 Fax: 206/756-3670 

E-mail: ricigliano@ups.edu 
URL: http://lib-www.ups.edu 



Contact: 


Tim Jewell, Head, Electronic Information 
Program; Loretta Lopez, Education/ 
Reference 


Collection: 


RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); Online 
database; ERICTOOLS 


Equipment: 


MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 


Audiences: 


General public 


Services: 


ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication; Document delivery; 
Interlibrary loan 



(861) GONZAGA UNIVERSITY 
Foley Center Library 
East 502 Boone 
Spokane, WA 99258-0001 
Phone: 509/328-4220 x3127 Fax: 509/324-5904 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Paula Grenell, Head, Public Services 
RIE (1968-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1979-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/Cotlege faculty and students 
Online search services; Paper copy 
reproduction; Microfiche duplication 



(862) PACIFIC LUTHERAN UNIVERSITY 
Robert A.L. Mortvedt Library 
Tacoma, WA 98447-0013 
Phone: 206/535-7507 Fax: 206/535-7315 

E-mail; egbersgt@ptu.edu 
URL: http://www.ptu.edu/libr/library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Susan McDonald, Reference Librarian; 
Gait Egbers, Reference/Bibliographic 
Instruction 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College community; General 

public with restrictions 

Online search services; Intertibrary loan 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lori Ricigliano, Associate Director; Shelly 
Stevens, Documents Specialist 
RIE (1967-); CUE (1969-1989); 

Thesaurus (12th, 1990); Microfiche 
(1989-); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students; 
General public with restrictions 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan; Search 
strategy consultation; Referrals 



(864) CLARK LIBRARY 
Lewis D. Cannell Library 
1800 East McLoughtin Boulevard 
Vancouver, WA 98663 

Phone: 360/992-2151 Fax: 360/992-2869 

URL: http://clark.edu 



Contact: Pam Smith, Technical Services; Joan 

Carey, Dolores Fay Laners, Reference 
Collection: RIE (February 1974-1977); Thesaurus 

(12th, 1990); Online database 
Equipment: Copier; Computer terminal 
Audiences: University /College administrators/directors; 

Community colleges; Area faculty and 
students; General public with restrictions 
Services: Online search services; Library services 
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(865) BLUEFIELD STATE COLLEGE 
Hardway Library 
Rock Street 

Bluefield, WV 24701-2198 

Phone: 304/327-4055 Fax: 304/325-0278 

E-mail: jthompson@bscvax.wvnet.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Joanna Thompson 

RIE (1988-); Thesaurus (12th, 1990); 
Microfiche (1966-); CD-ROM; Online 
database 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Public school teachers; Library community; 
General public with restrictions 
Library services; Paper copy reproduction 



(866) WEST VIRGINIA WESLEYAN COLLEGE 
Annie Merner Pfeiffer Library 
Buckhannon, WV 26201 
Phone: 304/473-8461 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



David G. Nowak, Reference Librarian 
RIE (1977-); Thesaurus (11th, 1987); 
CD-ROM; Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College counselors/social 
workers; University /College faculty and 
students; General public by request; Public 
school teachers; Public librarians 
Bibliographic instruction; Online search 
services; Analysis of search results; 
Interlibrary loan 



(867) APPALACHIA EDUCATIONAL 
LABORATORY, INC. 

1031 Quarrier Street 
P.O. Box 1348 
Charleston, WV 25325 

Phone: 304/347-0400 Toll-free: 800/624-9120 

TTY: 304/347-0448 

Fax: 304/347-0487 

E-mail: aellnfo@ael.org 

Gopher: gopher.ael.org 

URL: http://www.ael.org 



Contact: 

Collection: 

Equipment: 



Audiences: 

Services: 



Marilyn Slack 

Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public with restrictions 
Paper copy reproduction; Microfiche 
duplication 



(868) ERIC CLEARINGHOUSE ON RURAL EDUCATION 
AND SMALL SCHOOLS 
Appalachia Educational Laboratory 
1031 Quarrier Street 
P.O. Box 1348 
Charleston, WV 25325-1348 
Phone: 304/347-0400 x465 TTY: 304/347-0401 

Toll-free: 800/624-9120 Fax: 304/347-0487 

E-mail: lanhamb@ael.org 
URL: http://www.ael.org/erichp.htm 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Berma Lanham, Services and Acquisitions 
Coordinator; Velma Mitchell, Secretary 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

ERIC training; Online search training; 
Curriculum guides; Research; Technical 
assistance; Consultant services; 

Information dissemination; Online search 
services; Library services; Topical 
packages; Analysis of search results; 
Search strategy consultation; Referrals 



(869) GLENVILLE STATE COLLEGE 
Robert F. Kidd Library 
200 High Street 
Glenville, WV 26351-1291 
Phone: 304/462-4109 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ben Burton, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer 
University/College faculty and students; 
State education community; Area residents 
Paper copy reproduction; Microfiche 
duplication 



(870) MARSHALL UNIVERSITY 
James E. Morrow Library 
400 Hal Greer Boulevard 
Huntington, WV 25755-2060 
Phone: 304/696-2320 Fax: 304/696-5858 

E-mail: Iib007@marshall.wvnet.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Timothy A. Balch, Head of Public Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
General public 

ERIC microfiche via interlibrary loan; 

Online search services; Library services; 
Paper copy reproduction 
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(871) WEST VIRGINIA GRADUATE COLLEGE 
Library Services 
P.O. Box 1003 
Institute, WV 25112 

Phone: 304/766-2048 Fax: 304/766-2083 



Collection: RIE (1966-); CUE (1969-1991); 

Thesaurus (11th, 1987); Microfiche 
(1966-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction 

(872) WEST VIRGINIA INSTITUTE OF TECHNOLOGY 
Vining Library 
Fayette Pike 
Montgomery, WV 25136 

Phone: 304/442-3321 Fax: 304/442-3091 

E-mail: rkyoun@wvit. wvnet.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Rita Young, Joy Humphries, Linda Allen 
RIE (1966-); Thesaurus (10th, 1984); 
Microfiche (1966-1985; 1987-select); 
CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(873) WEST VIRGINIA UNIVERSITY 
Evansdale Library 
P.O. Box 6105 
Morgantown, WV 26506 

Phone: 304/293-5039 x102 Fax: 304/293-7330 
E-mail: halyle@wvnvm.wvnet.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Heather Lyle, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction; 
Interlibrary loan 



(874) SALEM-TEIKYO UNIVERSITY 
Benedum Library 
Salem, WV 26426 

Phone: 304/782-5238 Fax: 304/782-5244 

E-mail: freedman@salem.wvnet.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dana Gowings, Documents Assistance 
RIE (1975-); CUE (1975-); Thesaurus 
(10th, 1984); Microfiche (1977-); CD-ROM 
MF reader; MF reader/printer; Copier 
General public 

Bibliographic instruction; Library services; 
Paper copy reproduction; Interlibrary loan 
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(875) UNIVERSITY OF WISCONSIN— EAU CLAIRE 
William D. McIntyre Library 
Instructional Media Center 
Park and Garfield Avenues 
Eau Claire, Wl 54702-5010 
Phone: 715/836-5820 Fax: 715/836-2949 

E-mail: powerscj@uwec.edu 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Cleo J. Powers, Instructional Media Center 
RIE (1966-): Thesaurus (13th, 1995); 
Microfiche (1966-); CD-ROM; Online 
database 

MF reader; MF reader/printer 
University/College faculty and students; 
State residents 

ERIC publications; Online search training; 
Curriculum guides; Online search services; 
Paper copy reproduction; Search strategy 
consultation 



(876) GATEWAY TECHNICAL COLLEGE LEARNING 
RESOURCE CENTER— ELKHORN 
400 South Highway H 
Elkhorn, Wl 53121-2020 

Phone: 414/741-6124 Fax: 414/741-6148 



(878) UNIVERSITY OF WISCONSIN— GREEN BAY 
Cofrin Library 
Reference Department 
2420 Nicolet Drive 
Green Bay, Wl 54302 

Phone: 414/465-2303 Fax: 414/465-2136 

E-mail: refdesk@uwgb.edu 

URL: http://www.uwgb.edu//-^library/index.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Anne Kasuboski, Head, Reference; 

Nicole Auer, Bibliographic Instructor 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; Slide 
show on ERIC; Library services 



(879) GATEWAY TECHNICAL COLLEGE LEARNING 
RESOURCE CENTER— KENOSHA 
3520 30th Avenue 
Kenosha, Wl 53144-1690 

Phone: 414/656-6924 Fax: 414/656-8966 

Telnet: 198.150.96.30 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Teachers/Professors; Students 
ERIC microfiche via interlibrary loan; 
Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only; Interlibrary 
loan 



(877) MARIAN COLLEGE OF FOND DU LAC 
Cardinal Meyer Library 
45 South National Avenue 
Fond du Lac, Wl 54935 

Phone: 414/923-7641 Fax: 414/923-7154 



Collection: 

Equipment: 

Audiences: 



Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990) 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Administrators/Directors/Principals; 
Counselors/Social workers; Education 
agencies; University/College faculty and 
students; School districts; Health care 
professionals; Teachers/Professors 
Bibliographic instruction; Information 
dissemination; Online search services 



Collection: 

Equipment: 

Audiences: 

Services: 



Thesaurus (12th, 1990); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Teachers/Professors; Students 
ERIC microfiche via interlibrary loan; 
Online search training; Bibliographic 
instruction; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Search services for 
university community only; Document 
delivery; Interlibrary loan; Search strategy 
consultation 



(880) UNIVERSITY OF WISCONSIN— PARKSIDE 
Library/Learning Center 
Box 2000 
Wood Road 
Kenosha, Wl 53141 

Phone: 414/595-2360 Fax: 414/595-2545 

E-mail: johnsonb@cs.uwp.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ellen Pedraza, Education Liaison; 

Judith Payor, Reference Coordinator 
RIE (1966-1987); CUE (1969-1991); 
Thesaurus (12th, 1990); CD-ROM; Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents 

Online search services; Library services; 
Paper copy reproduction 
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(881) UNIVERSITY OF WISCONSIN— LA CROSSE 
Murphy Library 
1631 Pine Street 
La Crosse, Wl 54601 
Phone: 608/785-8513 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sandra Sechresy, Documents Librarian; 
Mary Baldwin, Documents Assistant 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1970-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
General public 
Paper copy reproduction 



(882) MADISON METROPOLITAN SCHOOL DISTRICT 
Educational Reference Library 
545 West Dayton Street 
Madison, Wl 57303 

Phone: 608/266-6188 Fax: 608/267-1634 

E-mail: webster@madison.k12.wi.us 
URL: http://danenet.wicip.org/lms 

Collection: CD-ROM; Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: Local school district personnel 

Services: Online search training; Bibliographic 

instruction; Curriculum guides; Research; 
Technical assistance; Consultant services; 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Search services for school 
personnel only; Search strategy 
consultation 



(883) UNIVERSITY OF WISCONSIN— MADISON 
Instructional Materials Center 
Teacher Education Building 
225 North Mills 
Madison, Wl 53706 

Phone: 608/263-4751 Fax: 608/262-6050 

E-mail: imcref@mail.soemadison.wisc.edu 
URL: http://labweb.soemadison.wisc.edu/imc/ 

Contact: Peter Cupery, Information Services 

Librarian 

Collection: RIE (1967-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1967-); CD-ROM; 
ERICTOOLS 

Equipment: MF reader; MF reader/printer; Copier; 
Microcomputer 

Audiences: University/College community; State 
education community; State residents; 
Teachers/Professors; Administrators/ 
Directors/Principals; Practitioners; 
Counselors/Social workers; Education 
agencies; Parents; Librarians 
Services: ERIC microfiche via interlibrary loan; ERIC 

training; Bibliographic instruction; 
Consultant services; Library services; 
Audiovisual equipment; Interlibrary loan; 
Paper copy reproduction; Microfiche 
blowback; Search strategy consultation 



(884) UNIVERSITY OF WISCONSIN— MADISON 
Memorial Library 
728 State Street 
Madison, Wl 53706 

Phone: 608/262-6434 Fax: 608/262-4649 

E-mail: mcclemen@doit.wisc.edu 
Gopher: silo.adp.wisc.edu 
URL: http://www.library.wisc.edu/libraries/memorial 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Nancy McClements, Reference Librarian; 
Willa Schmidt 

RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 

Bibliographic instruction; Online search 
services; Interlibrary loan; Search strategy 
consultation 



(885) WISCONSIN DEPARTMENT OF PUBLIC 
INSTRUCTION 
DPI Professional Library 
P.O. Box 7841 
125 South Webster Street 
Madison, Wl 53707 

Phone: 608/266-3108 Fax: 608/267-1052 

E-mail: ihlenkm@macc.wisc.edu 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kay Ihlenfeldt, Librarian 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Microcomputer 

Local school district personnel; State 
education agencies 

ERIC publications; Online search services; 
Library services; Microfiche duplication; 
Interlibrary loan 



(886) SILVER LAKE COLLEGE 
Library 

2406 South Alverno Road 
Manitowoc, Wl 54220 

Phone: 414/684-6691 x174 Fax: 414/684-7082 
E-mail: drd@sl.edu 
URL: http://sl.edu/slc.html 



Collection: RIE (1986—); CUE (1985—); Thesaurus 

(13th, 1995); CD-ROM 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer 
Audiences: General public 
Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 
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(887) UNIVERSITY OF WISCONSIN— STOUT 
Library Learning Center 
Third Street at Tenth Avenue 
Menomonie, Wl 54751 

Phone: 7 1 5/232-1 553 Fax: 7 1 5/232-1 783 

E-mail: janars@uwstout.edu 



(890) UNIVERSITY OF WISCONSIN 
Database Services 
Milwaukee Golda Meir Library 
P.O. Box 604 
Milwaukee, Wl 53201 

Phone: 414/229-5045 Fax: 414/229-4380 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Jans Reeg-Steidinger, Reference Librarian 
RiE (1966-1993): CUE (1969-1995); 
Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database 
MF reader: MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Library services; Paper copy reproduction; 
Microfiche duplication 



(888) ALVERNO COLLEGE 
Library Media Center 
3401 South 39th Street 
Milwaukee. Wl 53215 

Phone: 414/382-6062 Fax: 414/382-6164 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mary Georgia Matlock, Doreen Harwood, 
Librarians 

RIE (current 10 years); CUE (current 10 
years); Thesaurus (13th, 1995); Microfiche 
(current 10 years); CD-ROM; Online 
database 

MF reader/printer; Copier; Microcomputer 
General public 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Referrals 



(889) CARDINAL STRITCH COLLEGE 
Library 

6801 North Yates Road 
Milwaukee, Wl 53217 

Phone: 414/352-5400 Fax: 414/352-6062 

URL: http://caspian.stritch.edu/home.html 



Contact: 



Collection: 



Equipment: 

Audiences: 

Services: 



Louise Diodato, Teacher Education 
Division Liaison; Pat Braun, 

Instructional Media Center 
RIE (1975-); CUE (1980-); Microfiche 
(1980-1984 select; 1984-); CD-ROM; 
Online database 
MF reader/printer; Copier 
University/College community; Authorized 
library users; General public by request 
ERIC microfiche via interlibrary loan; ERIC 
publications; ERIC training; Training, 
seminars, workshops; Online search 
training; Bibliographic instruction; 
Curriculum guides; Research; Online 
search services; Document delivery; 
Search strategy consultation; Educational 
documents index 



Collection: RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-) 
Audiences: General public 
Services: Training, seminars, workshops; 

Bibliographic instruction; Online search 
services 



(891) UNIVERSITY OF WISCONSIN— OSHKOSH 
Polk Library 

Library and Learning Resources 
800 Algoma Boulevard 
Oshkosh, Wl 54901-8650 

Phone: 414/424-3347 Fax: 414/424-2175 

E-mail: krueger@vaxa.cis.uwosh.edu 
URL: http://www.uwosh.edu/departments/llr/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Gerald J. Krueger, Documents Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
Secondary school teachers 
Online search services; Library services; 
Search strategy consultation 



(892) WAUKESHA COUNTY TECHNICAL COLLEGE 

Library 

800 Main Street 
Pewaukee, Wl 53072 
Phone: 414/691-5316 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Baker. Head of Circulation/Reference 
RIE (1975-1994); Thesaurus (13th, 1995); 
Microfiche (1966-); Online database 
MF reader; MF reader/printer; Copier 
Teachers/Professors; Students; Local 
school district personnel 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(893) UNIVERSITY OF WISCONSIN— PLATTEVILLE 
Karrmann Library 
1 University Plaza 
Platteville. Wl 53818 

Phone: 608/342-1668 Fax: 608/342-1645 

E-mail: dieterle@uwplatt.edu 

Contact: Ulrike Dieterle, Reference Coordinator 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
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(893) UNIVERSITY OF WISCONSIN— PLATTEVILLE 
(cont.) 

Audiences: General public 

Services: Online search training; Bibliographic 

instruction; Curriculum guides; Technical 
assistance; Information dissemination; 
Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 

(894) GATEWAY TECHNICAL COLLEGE LEARNING 
RESOURCE CENTER— RACINE 

Learning Resource Center 
1001 South Main Street 
Racine, Wl 53403-1 582 

Phone: 414/631-7331 Fax: 414/631-7349 

Telnet: 198.150.96.30 

Collection: Thesaurus (12th, 1990); Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: Teachers/Professors; Students 
Services: ERIC microfiche via interlibrary loan; 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Search services for 
university community only; Document 
delivery; Interlibrary loan; Search strategy 
consultation 



(895) UNIVERSITY OF WISCONSIN— RIVER FALLS 
Chalmer Davee Library 
120 East Cascade Avenue 
River Falls, Wl 54022-5001 

Phone: 715/425-3222 Toll-free; 800/228-5461 

Fax: 715/425-3590 
E-mail: valerie.i.malzacher@uwrf.edu 
URL: http://www.uwrf.edu/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Valerie Malzacher, Coordinator of 

Reference Services 

RIE (1966-); CUE (1969-1991); 

Thesaurus (12th, 1990); Microfiche 
(1966-); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Curriculum 
guides; Consultant services; Online search 
services; Interlibrary loan 



(896) UNIVERSITY OF WISCONSIN— STEVENS POINT 

University Library 
900 Reserve Street 
Stevens Point, Wl 54481 
Phone: 715/346-2836 



Contact: Patricia Paul, Information Technology; 

Linette Schuler, Reference 
Collection: RIE (1966-); CUE (1969-); Microfiche 

(1984-); CD-ROM; Online database 



(896) UNIVERSITY OF WISCONSIN— STEVENS 
POINT (cont.) 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Audiences: General public 
Services: Bibliographic instruction; Online search 

services; Library services; Interlibrary loan; 
Search strategy consultation 

(897) UNIVERSITY OF WISCONSIN— SUPERIOR 
Jim Dan Hill Library 

Superior, Wl 54880 

Phone: 715/394-8343 Fax: 715/394-8462 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ella Cross, Reference Services; Eileen 
Wasyliszyn, Public Services 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1970-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Computer 

terminal 

General public 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



(898) UNIVERSITY OF WISCONSIN— WHITEWATER 
Harold Andersen Library 
Whitewater, Wl 53190 

Phone: 414/472-1032 Fax: 414/472-5727 

URL: http://www.uww.edu/library/library.html 



Contact: Barbara Bren, Team Leader of Collection 

Development and Information Access 
Collection: RIE (1966-); CUE (1969-); Thesaurus 

(13th, 1995); Microfiche (1966-); Online 
database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 

University/College community 
Services: ERIC microfiche via Interlibrary loan; ERIC 

training; Bibliographic instruction; Online 
search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 
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(899) UNIVERSITY OF WYOMING 
Coe Library 

University Station, Box 3334 
Thirteenth and Ivinson 
Laramie, WY 82071 

Phone: 307/766-2070 Toll-free: 800/442-6757 

Fax: 307/766-3062 
Gopher: gopher.uwyo.edu 
URL: http :/Awww. uwyo.edu 



Contact; Lori Phillips, Reference Librarian 
Collection: RIE (1966-); CUE (1969-1993); 

Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM: Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction; Interlibrary loan 
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GUAM 



(900) UNIVERSITY OF GUAM 
Robert F. Kennedy Memorial Library 
LibUOG Station 
Mangilao, GM 96923 

Phone: 671/735-2330 Fax: 671/734-6882 

E-mail: cwang@uog.edu 

URL: http://uog2.uog.edu/rfk/rfkpage.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mark C. Goniwiecha, Reference Librarian 
RIE (1968-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1968-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
State residents; State education 
community; Researchers; Students 
ERIC publications; Bibliographic 
instruction; Curriculum guides; Research; 
Consultant services; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Referrals 



PUERTO RICO 



(901) INTER AMERICAN UNIVERSITY 

Library 

Aguadilla Campus 
P.O. Box 20,000 
Aguadilla, PR 00605 

Phone: 809/891-0925 x2236 Fax: 809/882-3020 
E-mail: hbaco@ns.inter.edu 

Collection: RIE (1967-1972; 1975-); CUE (1969-); 

Thesaurus (11th, 1987) 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: University/College administrators/directors 

University/College faculty and students; 
General public by request; Librarians 
Services: Bibliographic instruction; Research; 

Interlibrary loan 

(902) COLEGIO UNIVERSITARIO DEL ESTE 
BIblioteca 

P.O. Box 2010 
Carolina, PR 00984-2010 

Phone: 787/257-7373 x2510 Fax: 787/257-7373 

X2505 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mr. Santiago 

Microfiche (1992-); CD-ROM 
MF reader; Copier 
General public 
Library services 



(903) UNIVERSITY OF PHOENIX— PUERTO 
RICO CAMPUS 
P.O. Box 3870 
Road 177 K.2 H.O 
(Carretera de los Filtros) 

Guaynabo, PR 00970-3870 

Phone: 809/731-5400 x130 Fax: 809/731-1510 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Maria M. Ramos, Director, 

Resource Center 

RIE (1970-1995); CUE (1980-1995); 
Thesaurus (13th, 1995); Microfiche 
(1970-); Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public postsecondary age 
ERIC publications; Training, seminars, 
workshops Bibliographic instruction; 
Research; Information dissemination; 
Online search services; Library services; 
Audiovisual equipment; Interlibrary loan; 
Search strategy consultation; Educational 
documents index; Educational documents 
abstracts 



(904) PONTIFICIAL CATHOLIC UNIVERSITY OF 
PUERTO RICO 
Encarnacton Valdes Library 
Ponce, PR 00731 

Phone: 809/841-2000 x303 Fax: 809/840-4295 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Dr. Cirilo Toro Vargas, Reference Librarian 
RIE (1967-); Thesaurus (11th, 1987); 
Microfiche (1966-1974; 1984-) 

MF reader; MF reader/printer 
University/College faculty and students; 
Area residents 

Online search services; Library services 



(905) INTER AMERICAN UNIVERSITY OF 
PUERTO RICO 
Technical Processing Center 
Aquisitions Department 
Carr. #1 del Rio Piedras a Caguas 
Esq. Francisco Sein 
Rio Piedras, PR 00928 

Phone: 809/250-1 9 1 2 x2507 Fax: 809/250-0878 
E-mail: maperez@ns.inter.edu 



Contact: Mazda Perez, Luz D. Pizarro 

Collection: Microfiche (1966-) 

Equipment: MF reader; MF reader/printer 
Audiences: University/College faculty and students 
Services: Microfiche duplication; Paper 

copy reproduction 
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(906) UNIVERSITY OF THE SACRED HEART 
Madre Maria Teresa Guevara Library 
P.O. Box 12383 Loiza Station 
Santurce, PR 00914 

Phone: 783/728-1515 Fax: 783/728-1515 x368 

E-mail: s_diaz@uscac1 .usc.clu.edu 
URL: http.//uscbib.usc.clu.edu:5000/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Sonia Diaz, Associate Director 
RIE (1977-); CUE (1980-); Thesaurus 
(12th, 1990) Microfiche (1977-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 

Microcomputer 

General public 

ERIC publications; Meetings, conferences 
Bibliographic instruction; Online search 
services; Library services; Publication 
production/dissemination; Paper copy 
reproduction Interlibrary loan 



(907) UNIVERSIDAD DEL TURABO 
Learning Resources Center 
P.O. Box 3030 
Turabo, PR 00778-3030 

Phone: 809/743-7979 Fax. 809/743-7979 x375 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Ruy Monroe, Reference Librarian 
RIE (1979-); CUE (1979-); Thesaurus 
(12th, 1990) Microfiche (1979-); 

Online database 

MF reader; MF reader/printer; 

Microcomputer 

General public 

Library services 



VIRGIN ISLANDS 



(908) UNIVERSITY OF THE VIRGIN ISLANDS 
St. Croix Campus Library 
RR2-10000, Kingshill 
St. Croix, VI 00850 

Phone: 809/692-4133 Fax: 809/692-41 1 5 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1973-); Thesaurus 
(12th, 1990); Microfiche (1973-) 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
State residents 

ERIC publications; Library services 



(909) UNIVERSITY OF THE VIRGIN ISLANDS 
Ralph M. Palewonsky Library 
Charlotte Amalie 
St. Thomas, VI 00802 

Phone: 809/776-9200 x1484 Fax: 809/775-^850 

Contact: Keith Bingham, Public Services Librarian; 

Wei Yang, Acting Systems Administrator 
Collection: RIE (1966-); CUE (1973-); Thesaurus 

(10th, 1984); Microfiche (1966-); Online 
database; ERICTOOLS 
Equipment: MF reader;. MF reader/printer; 

Microcomputer 

Audiences: University/College faculty and students; 

Teachers/Professors 

Services: ERIC publications; Online search services; 

Library services; Paper copy reproduction 
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AUSTRALIA 



(910) UNIVERSITY OF CANBERRA 
Library 

Kirinari Street 

Belconnen, ACT 2616 Australia 

Phone: +61 06 201 2282 Fax: +61 06 201 5068 

E-mail: info@isd.canberra.edu.au 

URL: http://services.canberra.edu.au 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Information Desk Coordinator 
RIE (1970-); CUE (1969-); Thesaurus 
(12th, 1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College community; General 
public with restrictions 
ERIC microfiche via interlibrary loan; 
Curriculum guides; Online search services; 
Document delivery; Interlibrary loan; 
Bibliographic instruction 



(911) DEPARTMENT OF EMPLOYMENT, EDUCATION, 
AND TRAINING 
Library and Information Service 
6PO Box 9880 

Canberra, ACT 2601 Australia 

Phone: +61 06 240 8848 Fax: +61 06 240 8861 

E-mail: library@deet.gov.au 

URL: http://deet.gov.au/pubs/library/lis_topoh 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Christina Flynn, Assistant Director, 
Library Services 

RIE (1966-); CUE (1970-); Thesaurus 
(10th, 1984); Microfiche (1962-1983); 
CD-ROM; Online database 
MF reader; MF reader/printer; 

Computer terminal 

Government personnel; Policy makers 
Information dissemination; Online search 
services; Library services; Document 
delivery; Referrals; Not available to 
the public 



(912) NATIONAL LIBRARY OF AUSTRALIA 
Parkes Place 

Canberra, ACT 2600 Australia 

Phone: +61 06 262 1111 Fax: +61 06 257 1703 

URL: http://www.nla.gov.au 



(913) ACT DEPARTMENT OF EDUCATION 
AND TRAINING 

O’Connell Information and Resource Centre 
Stuart Street and Blaxiand Crescent 
Griffith, ACT 2603 Australia 

Phone: +61 06 205 8222 Fax: +61 06 205 8250 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Margaret Hyland 

Microfiche (1966-); Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 

MF duplicator; Computer terminal 
State education agencies; Elementary 
administrators/directors/principals; 
Secondary administrators/directors/ 
principals; Elementary school librarians; 
Secondary school librarians; Elementary 
school teachers; Secondary school 
teachers; Vocational training school 
teachers; Private school educators; 
Department of education personnel 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication; 
Interlibrary loan 



(914) UNIVERSITY OF NEW ENGLAND— ARMIDALE 
Dixson Library 

Armidale, NSW 2351 Australia 

Phone: +61 067 73 2458 Fax: +61 067 73 2982 

E-mail: cmunro@metz.une.edu.au 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Celia Munro, Faculty Librarian 
Thesaurus (12th, 1990); Microfiche 
(1972-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Bibliographic 
Instruction; Online search services; Library 
services; Paper copy reproduction; 
Interlibrary loan 



(915) UNIVERSITY OF WESTERN SYDNEY— NEPEAN 
P.O. Box 10 
Second Avenue 

Kingswood, NSW 2747 Australia 

Phone: +61 04 736 0342 Fax: +61 04 736 0480 

E-mail: g.egan@uws.edu.au 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Online Coordinator; Information Services 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Gerand Egan, Associate Librarian, 
Information Access and Planning 
RIE (1968-); CUE (1971-); Thesaurus 
(11th, 1987); Microfiche (1982-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Document delivery; Search 
strategy consultation 
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(916) MACQUARIE UNIVERSITY 
Library 

North Ryde, NSW 2123 Australia 

Phone: +61 02 850 7503 Fax: +61 02 805 7568 

E-mail: hcooper@library.mq.edu.au 

URL: http://www.library.mq.edu.au 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Heather Cooper, Librarian; Lynne Hill, 
Manager, Reference and Research 
RIE (1966-1992); CUE (1969-1992); 
Thesaurus (11th, 1987); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(917) NEW SOUTH WALES DEPARTMENT OF 
SCHOOL EDUCATION 
Library 

P.O. Box 6000 

Parramatta, NSW 2129 Australia 

Phone: +61 02 561 1306 Fax: +61 02 635 4581 



Collection: 

Equipment: 

Audiences: 



Services: 



Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Elementary administrators/directors/ 
principals; Secondary administrators/ 
directors/principals; State education 
agencies; Elementary school teachers; 
Secondary school teachers 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Microfiche duplication 



(918) CHARLES STURT UNIVERSITY— RIVERINA 
Wagga Campus Library 
Locked Bag 681 

Wagga Wagga, NSW 2678 Australia 

Phone: +61 069 332342 Fax: +61 069 332900 

E-mail: waglib@csu.edu.au 



(919) QUEENSLAND DEPARTMENT OF 
EDUCATION LIBRARY 
Education House, Seventh Floor 
P.O. Box 33 
Albert Street 

Brisbane, OLD 4002 Australia 

Phone: +61 7 3237 0604 Fax: +61 7 3237 1 108 

E-mail: library@qednsl.qld.gov.au 
URL: http://cooroomba.client.uq.edu.au 



Collection: 



Equipment: 

Audiences: 



Services: 



RIE (1967-1990); CUE (1971-1988); 
Thesaurus (12th, 1990); CD-ROM; Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer 

Labor force/employers; Special educators; 
State public school personnel; Department 
of education personnel; State educators; 
Policy makers; Secondary school teachers; 
Educators; Private school educators 
Information dissemination; Online search 
services; Library services; Paper copy 
reproduction; Document delivery; 

Interlibrary loan; Search strategy 
consultation; Not available to the public; 
Search services for school personnel only; 
Search services for state agencies only 



(920) QUEENSLAND UNIVERSITY OF TECHNOLOGY 
Library/Victoria Park Road 
Kelvin Grove 

Brisbane, OLD 4059 Australia 

Phone: +61 07 3886 3385 Fax: +61 07 3864 3999 
URL: http://www.qut.edu.au/library/ 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Reference Services Manager 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1974-); CD-ROM; 
Online database; ERICTOOLS 
MF reader/printer; Microcomputer 
University/College faculty and students; 
Librarians; Administrators/Directors/ 
Principals 

Online search services; Library services; 
Paper copy reproduction; Interlibrary loan 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1975-1995); CUE (1974-1994); 

Thesaurus (13th, 1995); Microfiche 

(1976-); Online database 

MF reader; MF reader/printer; 

Microcomputer 

General public 

Online search services; Library services; 
Paper copy reproduction; Search strategy 
consultation 



(921) GRIFFITH UNIVERSITY LIBRARY 
Mount Gravatt Campus 
Nathan, OLD 4111 Australia 

Phone: +61 07 3875 5695 Fax: +61 07 3875 5901 
URL: http://w\ww.gu. edu.au/gwis/ins/library/gulib.htm 

Contact: Serials Clerk 

Collection: Microfiche (1969-); CD-ROM 

Audiences: University/College faculty and students 

Services: Library services 
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(922) QUEENSLAND UNIVERSITY OF TECHNOLOGY 
OUT Library, Kelvin Grove Campus 
Locked Bag Number 2 
Red Hill, OLD 4059 Australia 

Phone: +61 07 864 3540 Fax: +61 07 864 3994 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Elizabeth Dolby, Acquisitions Librarian 
RIE (1976-); CUE (1973-); Thesaurus 
(12th, 1990); Microfiche (1974-); CD-ROM; 
Online database 

Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
Training, seminars, workshops; Online 
search training; Consultant services; 
information dissemination; Online search 
services; Search services for university 
community only; Search strategy 
consultation 



(925) UNIVERSITY OF SOUTH AUSTRALIA 
Library 

Holbrooks Road 
Underdale, SA 5032 Australia 

Phone: +61 8 302 6250 x26641 Fax: +61 8 302 6649 

E-mail: christine.cother@unisa.edu.au 

URL: http://cutl.city.unisa.edu.au/library/libhome.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Interlibrary Loan Librarian 
RIE (1972-1994); CUE (1973-); 
Thesaurus (13th, 1995); Microfiche 
(1975-); CD-ROM; Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Document delivery; 

Interlibrary loan 



(923) UNIVERSITY OF QUEENSLAND 
Central Library 

St. Lucia Campus, OLD 4072 Australia 

Phone: +61 07 365 6228 Fax: +61 07 365 6888 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Denise Dryburgh, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College community; General 
public with restrictions 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation 



(924) JAMES COOK UNIVERSITY OF 
NORTH QUEENSLAND 
Library 

Townsville, OLD 4811 Australia 

Phone: +61 07 781 4472 Fax: +61 07 755 6691 

E-mail: lbjad@jculib.jcu.edu.au 



Contact: Jean Dartnall 

Collection: RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College community 
Services: Online search services; Library services; 

Paper copy reproduction; Document 
delivery; Interlibrary loan 



(926) UNIVERSITY OF TASMANIA 
Library 

Churchill Avenue 

Sandy Bay, TAS 7005 Australia 

Phone. +61 02 220 2223 Fax: +61 02 220 2878 

E-mail: cent.reference@lib.utas.edu.au 

URL. http://info.utas.edu.au/docs/library/library.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Cherrill Vertigan, Senior Reference 
Librarian; Reference Librarians 
RIE (1975-1993); CUE (1969-1993); 
Thesaurus (13th, 1995); Microfiche 
(1966— select); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; 
Microcomputer 

University/College faculty and students 
ERIC training; Bibliographic instruction; 
Research; Online search services; Library 
services; Interlibrary loan; Search strategy 
consultation 



(927) AUSTRALIAN COUNCIL FOR 
EDUCATIONAL RESEARCH 
19 Prospect Hill Road 
Camberwell, VIC 3124 Australia 
Phone: +61 03 9277 5550 Fax: +61 03 9277 5500 
E-mail: mathews@acer.edu.au 
URL: http://www.acer.edu.au 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(10th, 1984); CD-ROM; Online database 
Equipment: MF reader; Copier; Microcomputer; 
Computer terminal 

Audiences: General public by request; Subscribers 
Services: Information dissemination; Online 

search services 
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(928) UNIVERSITY OF MELBOURNE— 

CARLTON CAMPUS 
Education Resource Centre 
757 Swanston Street 
Carlton, VIC 3053 Australia 

Phone: +61 03 9344 8316 Fax: +61 03 9347 0974 
E-mail: bray@lib.unimelb.edu.au 
URL: http://www.lib.unimelb.edu.au/ 



Collection; 



Equipment; 

Audiences; 

Services; 



RIE (1968-): CUE (1969-); Thesaurus 
(13th, 1995): Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
University/College faculty and students 
ERIC microfiche via interlibrary loan; ERIC 
publications; Bibliographic instruction; 
Research; Online search services; Paper 
copy reproduction; Microfiche duplication; 
Search strategy consultation 



(929) MONASH UNIVERSITY 
Humanities and Social Sciences Library 
Wellington Road 
Clayton, VIC 3168 Australia 

Phone: +61 03 565 2685 Fax: +61 03 565 5296 



Contact; 

Collection; 



Equipment; 

Audiences; 

Services; 



Education Subject Librarian 
RIE (1967-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
University/College faculty and students 
Online search services; Paper copy 
reproduction; Microfiche duplication 



(930) ROYAL MELBOURNE INSTITUTE 
OF TECHNOLOGY 
Coburg Campus Library 
Alva Grove 

Coburg, VIC 3058 Australia 

Phone. +61 03 9353 9324 Fax: +61 03 9350 1954 



Collection; Microfiche (1990-) 

Audiences; University/College faculty and students 
Services; Library services 

(931) DEAKIN UNIVERSITY 
Library 

Geelong, VIC 3217 Australia 

Phone: +61 05 227 1201 Fax: +61 05 227 2000 

E-mail: library@deakin.edu.au 

URL: http://www.deakin.edu.au/library/ 



Contact; Colin Bates, Geelong Campus Librarian 
Collection; RIE (1978-); CUE (1972-); Thesaurus 

(13th, 1995); Microfiche (1978-); CD-ROM; 
Online database 

Equipment; MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 



(931) DEAKIN UNIVERSITY LIBRARY (cont.) 

Audiences; University/College faculty and students; 

University/College alumni; General public 
for a fee 

Services; ERIC publications; Online search training; 

Bibliographic instruction; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Interlibrary loan 

(932) MELBOURNE COLLEGE OF 
ADVANCED EDUCATION 

Institute of Early Child Development 
4 Madden Grove 
Kew, VIC 3101 Australia 
Phone: +61 03 861 9798 



Contact; 

Collection; 

Equipment; 

Audiences; 



Pat Knight, Reader Services Librarian 
RIE (1968-1973; 1975-); CUE (1969-); 
Thesaurus (10th, 1984) 

MF reader; MF reader/printer; Copier 
University/College faculty and students; 
Other; Local education community 



(933) COUNCIL OF ADULT EDUCATION 
CAE Library 
256 Flinders Street 
Melbourne, VIC 3000 Australia 

Phone: +61 03 9652 0697 Fax: +61 03 9654 6759 



Contact; 

Collection; 

Equipment; 

Audiences; 

Services; 



Manager, Educational Resources 
CD-ROM 

MF reader; MF reader/printer; Copier 
General public 

Online search training; Bibliographic 
instruction: Information dissemination; 
Online search services; Library services; 
Paper copy reproduction; Analysis of 
search results; Search strategy 
consultation; Referrals 



(934) VICTORIA UNIVERSITY OF TECHNOLOGY 
POB 14428 Melbourne Mail Center 
Melbourne, VIC 8001 Australia 
Phone: +61 03 97477414 



Contact; 

Collection; 

Equipment; 

Audiences; 

Services; 



Frances O’Neil Melton, Campus Librarian 
RIE (1982-); Thesaurus (13th, 1995); 
Microfiche (1974-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
University/College alumni; General public 
for a fee 

ERIC microfiche via interlibrary loan; 
Library services 
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(935) VICTORIAN INSTITUTE OF 
SECONDARY EDUCATION 
Information Services, Fourth Floor 
582 St. Kilda Road 
Melbourne, VIC 3004 Australia 
Phone: +61 03 519 9211 



(938) UNIVERSITY OF NOTRE DAME— AUSTRALIA 
(cont.) 

Audiences: University/College faculty and students; 

General public for a fee 
Services: Library services; Interlibrary loan 



Contact: m. Aubert 

Collection: RIE (1979-); CUE (1974-); Thesaurus 

(10th, 1984); Microfiche (1979-) 
Equipment: MF reader; MF reader/printer; 

MF duplicator 

Services: Microfiche duplication 

(936) CURTIN UNIVERSITY OF TECHNOLOGY 
T.L. Robertson Library 

Kent Street 

Bentley, WA 6102 Australia 

Phone: +61 09 351 7249 Fax: +61 09 351 2424 
E-mail: sue@boris.curtin.edu.au 

Contact: Information Services Librarian 

Collection: RIE (1979-); CUE (1970-); Thesaurus 

(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
Audiences: University/College faculty and students; 

Local education community; Area residents 
Services: Online search services; Library services; 

Paper copy reproduction: Microfiche 
duplication . 

(937) EDITH COWAN UNIVERSITY LIBRARY 
Pearson Street 

Churchlands, WA 6018 Australia 

Phone: +61 9 273 8216 Fax: +61 9 273 8632 

E-mail: j.beswick@cowan.edu.au 

URL: http://www.cowan.edu.au 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Jillian Beswick, Faculty Librarian, 

Education 

RIE (1973-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1980-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer 

General public 

ERIC training; Bibliographic instruction; 
Research; Online search services; Library 
services 



(939) CURTIN UNIVERSITY OF TECHNOLOGY 
G.P.O. Box U 1987 
Perth, WA 6001 Australia 

Phone: +61 09 351 7167 Fax: +61 09 351 2424 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Information Services Librarian 
RIE (1979-1991); CUE (1970-); 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM: Online database 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction 



BELGIUM 



(940) KATHOLIEKE UNIVERSITEIT TE LEUVEN 
DOCUMENTATIEDIENST PEDAGOGISCHE 
WETENSCHAPPEN 

Vesaliusstraat 2 
B-3000 Leuven, Belgium 

Phone: +32 (0) 16 32 62 03 Fax: +32 (0) 16 32 62 

74 

E-mail: norbert.desmet@pid.kuleuven.ac.be 
URL: http://www.kuleuven.ac.be/facdep/psy/nl/bib 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Norbert Desmet, Information Specialist 
Thesaurus (12th, 1990); CD-ROM; 
Online database 

MF reader; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Local education community 
Online search services 



CANADA 

(941) CALGARY BOARD OF EDUCATION 
Professional Resource Center 
2519 Richmond Road, SW 
Calgary, AB T3E 4M2 Canada 
Phone: 403/294-6331 Fax: 403/294-6340 



(938) UNIVERSITY OF NOTRE DAME— AUSTRALIA 
P.O. Box 1225 

Fremantle, WA 6160 Australia 

Phone: +61 09 430 0538 Fax: +61 09 430 6031 

Contact: Reader Services Librarian 

Collection: Microfiche (1990-); CD-ROM 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 



Collection: RIE (1967-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1969-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

Computer terminal 
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(941) CALGARY BOARD OF EDUCATION (cont.) 

Audiences: Administrators/Directors/Principals; Local 
school district personnel; Public school 
teachers; Local Board of Education; 
Elementary school librarians; Secondary 
school librarians; Elementary school 
teachers; Secondary school teachers 
Services: ERIC publications; Bibliographic 

instruction; Research; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Search services 
for school personnel only; Search strategy 
consultation 



(942) MOUNT ROYAL COLLEGE 
Library 

4825 Richard Road, SW 

Calgary, AB T3E 6K6 Canada 

Phone: 403/240-6086 Fax: 403/240-6758 

E-mail; rsherwin@mtroyal.ab.ca 

URL: http://www.mtroyal.ab.ca/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ross Sherwin, Information and Instruction 
Librarian 

RIE (1966-); CUE (1973-); Thesaurus 
(12th, 1990); Microfiche (1978-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College students 
Online search services; Library services; 
Paper copy reproduction 



(943) SOUTHERN ALBERTA INSTITUTE 
OF TECHNOLOGY 
Educational Resources — Library 
1301 -16th Avenue, NW 
Calgary, AB T2M 0A4 Canada 
Phone: 403/284-8616 Fax: 403/284-8619 

E-mail; library@sait.ab.ca 
URL: http://www.sait.ab.ca 



(944) UNIVERSITY OF CALGARY 
Library Information Services 
2500 University Drive, NW 
Calgary, AB T2N 1N4 Canada 
Phone: 403/220-5962 Fax: 403/282-6837 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Debbie deBruijn, Microcomputer Services; 
Arden Matheson, Head, Library Information 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
University/College community; Authorized 
library users 

ERIC training; Bibliographic instruction; 
Online search services; Microfiche 
duplication; Interlibrary loan; Search 
strategy consultation 



(945) UNIVERSITY OF ALBERTA 
Herbert T. Courts Library 
Edmonton, AB T6G 2G5 Canada 
Phone: 403/492-3770 Fax: 403/492-8367 

E-mail; educref@library.ualberta.ca 
URL: http://libits.library.ualberta.ca/library.html/ 
library/courts/htc_home.html 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Josie Tong, Head, Reference Services 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University /College faculty and students; 
General public for a fee; General public 
with restrictions 

Curriculum guides; Research; Consultant 
services; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Analysis of search 
results; Search strategy consultation; 
Referrals 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Tom Skinner, Manager, Technology and 
Systems Services 

RIE (July 1991-); Thesaurus (12th, 1990); 
Microfiche (1980-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College administrators/directors; 
University/College governing boards; 
University/College faculty and students; 
General public for a fee 
ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Research; 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche blowback; Document delivery; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(946) UNIVERSITY OF LETHBRIDGE 
Library, Serials 
4401 University Drive 
Lethbridge, AB T1K 3M4 Canada 
Phone: 403/329-2267 Fax: 403/329-2022 

E-mail: lib_serials@hg.uleth.ca 

Contact: Jane Allan, Head, Serials; Judy Head, 

University Librarian 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
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(946) UNIVERSITY OF LETHBRIDGE (cont.) 

Audiences; University/College faculty and students; 

University/College alumni; University/ 
College community; Area residents 
Services: Bibliographic instruction; Online search 

services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Microfiche duplication; Interlibrary loan 

(947) PRAIRIE BIBLE COLLEGE AND 
GRADUATE SCHOOL 

T.S. Rendall Library 
Box 4000 

Three Hills, AB TOM 2N0 Canada 
Phone: 403/443-5511 Fax: 403/443-5540 

E-mail: ron.jordahl@pbi.ab.ca 
URL: http://www.pbi.ab.ca 

Collection: Thesaurus (11th. 1987); Microfiche 

(1981-); CD-ROM 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: University/College faculty and students; 
Local residents 

Services: Library services; Audiovisual equipment; 

Paper copy reproduction; Search services 
for university community only; 

Interlibrary loan 

(948) OKANAGAN UNIVERSITY COLLEGE LIBRARY 
3333 College Way 

Kelowna, BC V1V 1V7 Canada 

Phone: 604/762-5445 Fax: 604/470-6003 

E-mail: acossentine@okanagan.bc.ca 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Anne Cossentine, Public Services Librarian 
Microfiche (1980-); CD-ROM; 

Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
University/College community 
ERIC training; Bibliographic instruction; 
Online search services; Paper copy 
reproduction; Document delivery; 
tnterlibrary loan 



(949) UNIVERSITY OF BRITISH COLUMBIA 
Education Library 
Neville Scarfe Building 
2125 Main Mall, UBC 
Vancouver, BC V6T 1Z4 Canada 
Phone: 604/822-3767 Fax: 604/822-2308 

E-mail: hhurt@unixg.ubc.ca 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Howard Hurt, Head Librarian; 

Lee Ann Bryant, Education Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Microcomputer; Computer terminal 
University/College faculty and students 
Online search services 



(950) UNIVERSITY OF BRITISH COLUMBIA 
Library 

1956 Main Mall 

Vancouver, BC V6T 1Z4 Canada 

Phone: 604/822-3767 Fax: 604/822-3893 

E-mail: hhurt@unixg.ubc.ca 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Howard Hurt, Head, Education Library; 

Lee Ann Bryant, Reference 
RIE (1966-); CUE (1969—); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Audiovisual equipment; Paper 
copy reproduction; Microfiche duplication; 
Interlibrary loan 



(951) UNIVERSITY OF VICTORIA 
McPherson Library 
P.O. Box 1800 

Victoria. BC V8W 3H5 Canada 

Phone: 604/721-8274 Fax: 604/721-8215 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Donald Hamilton, Education Librarian; 

Don White, Head, Reference Services 
RIE (1975-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1972-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Paper copy reproduction; 
Interlibrary loan; Search strategy 
consultation 



(952) BRANDON UNIVERSITY 
Library 

Brandon, MB R7A 6A9 Canada 

Phone: 204/727-9645 Fax: 204/726-1 072 

Collection: RIE (1966—); CUE (1969— held documents 

only); Thesaurus (10th, 1984); 

Microfiche (1966-) 

Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 

Audiences: University/College faculty and students; 
Local education community 

Services: Online search services; Library services; 

Paper copy reproduction 
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(953) MANITOBA DEPARTMENT OF EDUCATION 
AND TRAINING 

Instructional Resources Branch, Library 
1181 Portage Avenue, Main Floor, Box 3 
Winnipeg, MB R3G 0T3 Canada 
Phone: 204/945-5371 Fax: 204/945-8756 



(956) UNIVERSITE DE MONCTON 
Bibliotheque Champlain 
Moncton, NB E1A 3E9 Canada 
Phone: 506/858-4012 Fax: 506/858-4086 

E-mail: bcref@umoncton.ca 
URL: http://www.umoncton.ca/champ/page1 .htm 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Elaine Seepish, Assistant Director; 
Information Specialist 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Teachers/Professors; 
Administrators/Directors/Principals; 
Counselors/Social workers; Education 
agencies; School districts; Librarians; 
Researchers 

ERIC publications; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan 



(954) UNIVERSITY OF MANITOBA 
D.S. Woods Education Library 
Winnipeg. MB R3T 2N2 Canada 
Phone: 204/474-9976 Fax: 204/261-9282 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Sheila Andrich, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
University/College faculty and students; 
General public with restrictions 
ERIC training; Online search training; 
Online search services; Library services; 
Paper copy reproduction; Search strategy 
consultation 



(955) UNIVERSITY OF NEW BRUNSWICK 
Education Resource Centre 
P.O.Box 1360 
d’Avray Hall 

Fredericton, NB E3B 5H5 Canada 

Phone: 506/453-3516 Fax: 506/453-4831 

E-mail: johnston@unb.ca 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Patricia Johnston, Branch Head 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Curriculum 
guides; Research; Online search services; 
Library services; Paper copy reproduction; 
Document delivery 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Hugues Belawger, Lorraine Julian, 
Georgette Landry, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

Computer terminal 

University/College faculty and students; 
Authorized library users; Vocational 
training school students; Researchers; 
Teachers/Professors; Vocational education 
community 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Interlibrary loan 



(957) MOUNT ALLISON UNIVERSITY 
Ralph Pickard Bell Library 
Sackville. NB EOA 3C0 Canada 
Phone: 506/364-2572 Fax: 506/364-2617 

E-mail: bmcnally@mta.ca 
Gopher: gopher.mta.ca 
URL: http://library.mta.ca 



Contact: 

Collection; 



Equipment: 

Audiences: 

Services: 



Brian McNally 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1972-June 1982; 
1986-1990); CD-ROM; Online database 
MF reader; MF reader/printer; Copier 
University/College community; General 
public with restrictions 
ERIC microfiche via interlibrary loan; ERIC 
training; Bibliographic instruction; Online 
search services; Paper copy reproduction; 
Microfiche duplication; Microfiche 
blowback; Interlibrary loan; Search strategy 
consultation 



(958) MEMORIAL UNIVERSITY OF NEWFOUNDLAND 
Queen Elizabeth II Library 
Information Services Division 
St. Johns, NF A1B 3Y1 Canada 
Phone: 709/737-7427 Fax: 709/737-3118 

E-mail: mjones@morgan.ucs.mun.ca 
Gopher: cwis.ucs.mun.ca:70/1 1 /libraries 
URL: http://www.mun.ca/library 

Contact: Barbara Eddy, Information Services 

Librarian; Bemadine Conran. 

Marguerite Jones 

Collection: RIE (1969-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
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(958) MEMORIAL UNIVERSITY OF NEWFOUNDLAND 
(cont.) 

Audiences: University/College faculty and students; 

Local education community; Researchers; 
General public for a fee 

Services: ERIC microfiche via interlibrary loan; ERIC 

publications; ERIC training; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction; 
Microfiche duplication; Search strategy 
consultation; Educational documents 
abstracts 



(959) MOUNT ST. VINCENT UNIVERSITY 
Library 

166 Bedford Highway 

Halifax, NS B3M 2J6 Canada 

Phone: 902/457-6526 Fax: 902/457-3175 

Gopher: gopher.msvu.ca 

URL: http://www.msvu.ca/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Terrence Paris, Public Services Librarian; 
Ann Pelley, Information Assistant 
RIE (1976-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1976- ERIC 
Clearinghouses on Assessment and 
Evaluation and Reading, English, and 
Communication; 1992-); CD-ROM; Online 
database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Bibliographic instruction; Online search 
services; Paper copy reproduction; Search 
strategy consultation 



(960) ST. MARY’S UNIVERSITY 
Patrick Power Library 
Halifax, NS B3H 3C3 Canada 
Phone: 902/420-5544 Fax: 902/420-5561 

E-mail: ill@admin.stmarys.ca 



Contact: G. Douglas Vaisey, Reference and 

Research Department 

Collection: RIE (1970-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1970-); CD-ROM; 
Online database 

Equipment: MF reader/printer; Microcomputer 

Audiences: Administrators/Directors/Principals; 

Education agencies; University/College 
faculty and students; Librarians; Graduate 
students; General public for a fee; General 
public with restrictions 

Services: Bibliographic instruction; Online search 

services; Library services; Paper copy 
reproduction; Search services for university 
community only; Interlibrary loan; Search 
strategy consultation 



(961) NOVA SCOTIA TEACHERS COLLEGE 
Learning Resources Centre 
Arthur Street 

Truro, NS B2N 5G5 Canada 

Phone: 902/895-5347 Fax: 902/893-5610 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Shelia Pearl, Head, Circulation and 
Reference Department 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-) 

MF reader; MF reader/printer; Copier; 
Microcomputer 

University/College faculty and students 
Library services; Paper copy reproduction 



(962) UNIVERSITY OF GUELPH 
McLaughlin Library 
Gordon Street 

Guelph, ON NIG 2W1 Canada 

Phone: 519/824-4120 Fax: 519/824-6931 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Ron Mackimmon, Head, Reference 
Services; Linda Grafburn, 

Reference Librarian 

RIE (1975-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1975-); 

Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
University/College community; Area 
residents 

Online search services; Library services; 
Paper copy reproduction; Search services 
for university community only 



(963) BOARD OF EDUCATION FOR THE CITY 
OF HAMILTON 
100 Main Street West 
Hamilton, ON L8N 3L1 Canada 
Phone: 416/527-5092 x335 Fax: 416/521-2536 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Karyn Hogan, Research Librarian 
RIE (1979-); CUE (1979-); Thesaurus 
(12th, 1990); Microfiche (1974-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
Administrators/Directors/Principals; 
Teachers/Professors; University/College 
faculty and students; Health care 
professionals 

ERIC publications; ERIC training; 
Bibliographic instruction; Research; Online 
search services; Library services; Paper 
copy reproduction; Analysis of search 
results; Interlibrary loan; Search strategy 
consultation 
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(964) MCMASTER UNIVERSITY 
Mills Memorial Library/Reference 
1280 Main Street West 
Hamilton, ON L8S 4L6 Canada 
Phone: 905/525-9140 Fax: 905/546-0625 

E-mail: 22070@mcmail.cis.mcmaster.ca 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Linda Michtics, Reference Librarian 
RIE (1974-): CUE (1975-); Thesaurus 
(10th, 1984); Online database 
MF reader; Copier; Computer terminal 
University/College faculty and students; 
Area residents 

Online search services; Library services; 
Paper copy reproduction 



(965) QUEEN’S UNIVERSITY 
Education Library 
Duncan McArthur Hall 
Kingston, ON K7L 3N6 Canada 
Phone: 613/547-2191 Fax; 613/545-6584 

E-mail: reedb@quedn.queensu.ca 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Brenda Reed, Donna Lynch, Reference 
and Curriculum Services Librarians 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Training, seminars, workshops; 
Bibliographic instruction; Curriculum 
guides; Research; Online search services; 
Library services; Audiovisual equipment; 
Topical packages; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



(966) UNIVERSITY OF WESTERN ONTARIO 
Education Library 
Faculty of Education 
London, ON N6G 1G7 Canada 
Phone: 519/661-3172 x8276 Fax: 519/661-3822 
E-mail: callagha@lib.uwo.ca 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



J. Claire Callaghan, Collections Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
University/College faculty and students; 
Area residents 
Library services 



(967) PEEL BOARD OF EDUCATION 
J.A. Turner Professional Library 
5650 Hurontario Street 
Mississauga, ON L5R 1C6 Canada 
Phone: 905/890-1010 x2583 Fax: 905/890-4780 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Marsha Hunt 

Thesaurus (13th, 1995); Microfiche 
(1985-) 

MF reader; MF reader/printer; Copier; 
Computer terminal 
Ele me n ta ry admin istrato rs/d irecto rs/ 
principals; Secondary administrators/ 
directors/principals; Authorized library 
users; Elementary counselors/social 
workers; Secondary counselors/social 
workers; Elementary school librarians; 
Secondary school librarians; General 
public with restrictions 
ERIC training; Bibliographic instruction; 
Information dissemination; Interlibrary loan 



(968) NIPISSING UNIVERSITY COLLEGE 
Education Centre Library 
1 00 College Drive 
North Bay, ON P1B 8L7 Canada 
Phone: 705/474-3450 Fax: 705/497-1 455 

E-mail: briann@admin,unipissing.ca 



Contact: 

Collection: 



Audiences: 

Services: 



Barbara Lee, Assistant Director 
RIE (1978-); Thesaurus (12th, 1990); 
Microfiche (1980-); CD-ROM; Online 
database; ERICTOOLS 
University/College faculty; General public 
by request 

Bibliographic instruction; Research; 
Technical assistance; Information 
dissemination; Online search services; 
Library services; Microfiche blowback; 
Interlibrary loan; Search strategy 
consultation 



(969) NORTH YORK BOARD OF EDUCATION 
The F.W. Minkler Library 
5050 Yonge Street 
North York, ON M2N 5N8 Canada 
Phone: 416/395-8287 Fax: 416/395-8272 

Collection: RIE (1968-); CUE (1979-); Thesaurus 

(12th, 1990); Microfiche (1971-); CD-ROM; 
Online database 

Equipment: MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer 
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(969) NORTH YORK BOARD OF EDUCATION (cont.) 

Audiences: Teachers/Professors; Local residents; 

Elementary administrators/directors/ 
principals; Secondary administrators/ 
directors/principals; Authorized library 
users; Local school district personnel; 
Elementary school librarians; Secondary 
school librarians 

Services: ERIC microfiche via interlibrary loan; 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Interlibrary loan; Search 
services for school personnel only; Not 
available to the public 

(970) UNIVERSITY OF OTTAWA 
Morrisset Library 
Microforms Department 

65 University 

Ottawa, ON K1N 9A5 Canada 

Phone: 61 3/564-81 30 Fax; 61 3/564-9886 

E-mail: mmvii@acadum1.uottawa.ca 



(972) EDUCATION CENTRE REFERENCE LIBRARY 
Toronto Board of Education 
155 College Street, Seventh Floor 
Toronto, ON M5T 1P6 Canada 
Phone: 416/397-3011 Fax: 416/397-3044 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Joan Culley, Supervisor, Reference 
Services 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader/printer; Microcomputer; 
Computer terminal 

Local Board of Education; General public 
with restrictions 

Bibliographic instruction; Research; 
Consultant services; Information 
dissemination; Online search services; 
Library services; Paper copy reproduction; 
Microfiche blowback; Analysis of search 
results; Interlibrary loan; Search services 
for school personnel only; Search strategy 
consultation 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marilyn Ren nick. Acting Head, 

Special Services 

RIE (1 966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

ERIC publications; Online search services; 
Paper copy reproduction; Microfiche 
duplication 



(971) BROCK UNIVERSITY LIBRARY 
St Catharines, ON L2S 3A1 Canada 
Phone: 905/688-5550 x 3231 Fax: 905/988-5490 
E-mail: cgaspari(gspartan.rc.brocku.ca 
URL: http://www.brocku.ca/library/ 

Contact: Carol Gaspari, Education Liaison 

Librarian; Ian Gordon, Coordinator, 
Computer Searches 

Collection: RIE (1966-1988); CUE (1969-1988); 

Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer; 

Microcomputer 
Audiences: General public 

Services: ERIC microfiche via interlibrary loan; 

Bibliographic instruction; Research; Online 
search services; Library services; Paper 
copy reproduction; Document delivery; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(973) THE ONTARIO INSTITUTE FOR STUDIES 
IN EDUCATION 
The R.W.B. Jackson Library 
252 Bloor Street West 
Toronto, ON M5S 1V6 Canada 
Phone: 416/926-4718 Fax: 416/926-4745 

E-mail: aeloise@olse.on.ca 
URL: http;//www.oise.on.ca/~aeloise/library.html 



Contact: 

Collection: 



Equipment: 



Audiences: 



Services: 



Marian Press, Head of Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
Administrators/Directors/Principals; 
University/College faculty and students; 
General public for a fee 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Topical packages; Paper copy 
reproduction; Microfiche duplication; 
Microfiche blowback; Document delivery; 
Interlibrary loan; Search strategy 
consultation; Referrals 



(974) METROPOLITAN SEPARATE SCHOOL BOARD 
Professional Library 
80 Sheppard Avenue East 
Willowdale, ON M6N 2E8 Canada 
Phone: 416/222-8282 x5324 Fax: 416/229-5345 



Contact: Bozenna Karczewska, Librarian 

Collection: RIE (1979-); CUE (1979-); Thesaurus 

(13th, 1995); Microfiche (1966-); CD-ROM; 
Online database 

Equipment: MF reader; Computer terminal 
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(974) METROPOLITAN SEPARATE SCHOOL 
BOARD (cont.) 

Audiences: Administrators/Directors/Principals; 
Teachers/Professors 

Services: ERIC publications; Bibliographic 

instruction; Online search services; Library 
services; Paper copy reproduction; 
Interlibrary loan 

(975) UNIVERSITY OF WINDSOR 
Faculty of Education Library 
600 Third Concession 
Windsor, ON N9E 1A5 Canada 

Phone: 519/969-0520 Fax: 519/969-3646 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Thomas J. Robinson, Education Librarian 

RIE (1966-); CUE (1975-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Computer terminal 

General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction 



(976) UNIVERSITE DU QUEBEC A CHICOUTIMI 
Bibliotheque PauFEmile Boulet 
555 Boulevard Universite 
Chicoutimi, QU G7H 2B1 Canada 
Phone: 418/545-501 1 Fax: 418/545-5012 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Pierre P. Lamontagne, Reference Librarian 
RIE (1973-); CUE (1970-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC publications; Online search services; 
Library services; Paper copy reproduction; 
Microfiche duplication 



(977) MCGILL UNIVERSITY 
Education Library 
3700 McTavish Street 
Montreal, QU H3A 1Y2 Canada 
Phone: 514/398-4686 Fax: 514/398-2165 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Reference Librarian 

RIE (1967-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1967-); CD-ROM; 

ERICTOOLS 

MF reader; MF reader/printer 
General public 
Library services 



(978) MINISTERE DE UEDUCATION 
Direction des ressources didactiques 
600, Fullum, Eighth Floor 
Montreal, QU H2K 4L1 Canada 
Phone: 514/873-6476 Fax: 514/864-1948 

E-mail: cotey@bnjpdl.grics.qu.ca 
URL: http://ww.eduq.risq.net/DRD/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Yvon Cote 

RIE (1985-); CUE (1986-); Thesaurus 
(10th, 1984); Online database 
Copier; Microcomputer; Computer terminal 
State boards of education 
Research; Online search services 



(979) UNIVERSITE DE MONTREAL 
Bibliotheque EPC 
90 Vicent d’Indy, G305 
Montreal, QU H3C 3J7 Canada 
Phone: 514/343-7242 Fax: 514/343-2349 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Tamara Rosenthal, Chef de Service; Louis 
Sarrasin, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC publications; Online search services; 
Paper copy reproduction 



(980) UNIVERSITE DU QUEBEC A MONTREAL 
Bibliotheque des Sciences de I’education 
Cp 8888, Succursale Centre-ville 
Montreal, QU H3C 3P8 Canada 
Phone: 514/987-3000 x3888 Fax: 514/987-7994 
URL: http://www.bib.uqam.ca 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Monique Gaucher, Lucie Verreault, 

Danielle Malette 

RIE (1980-); CUE (1980-); Thesaurus 
(13th, 1995); Microfiche (1968-) 

MF reader/printer 

University/College faculty and students 
Online search training; Bibliographic 
instruction; Curriculum guides; Research; 
Technical assistance; Online search 
services; Paper copy reproduction; Search 
services for university community only; 
Interltbrary loan 



(981) CONSEEL DU TRESOR 
Bibliotheque Administrative, Edifice G. 

1056 Conroy Rue, RC 
Quebec, QU G1R 5E6 Canada 
Phone: 418/643-1515 Fax: 418/646-8132 

E-mail: sbelange@riq.qc.ca 



Contact: Gilbert Plaisance, Reference Chief 

Collection: RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1966-); Online 
database; ERICTOOLS 
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(981) CONSEEL DU TRESOR (cont.) 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 
Audiences: General public 

Services: Online search services; Library services; 

Paper copy reproduction 

(982) UNIVERSITE LAVAL 

Division des Collections en Sciences 
Humaines et Sociales 
Bibliotheque, Pavilion Bonenfant 
Quebec, QU G1K 7P4 Canada 
Phone: 418/656-7957 Fax: 418/656-3048 

E-mail: y.taillon@campus.ulaval.ca 
URL: http://www.bibl.ulaval.ca/ 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Helene Genest, Yolande Taillon, Education 
Specialists 

RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); Microfiche (1966-); CD-ROM; 
Online database 
MF reader; MF reader/printer 
University/College faculty and students; 
University/College alumni; General public 
for a fee 

Bibliographic instruction; Curriculum 
guides; Online search services; Library 
services; Paper copy reproduction; Search 
services for university community only; 
Interlibrary loan; Search strategy 
consultation 



(983) UNIVERSITE DE SHERBROOKE 
Bibliotheque Generate 
Boulevard Universite 
Sherbrooke, QU J1K2R1 Canada 
Phone: 819/821-7553 Fax: 819/821-7935 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Lucie Gendron, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
University/College faculty and students 
ERIC publications; Online search services; 
Search services for university community 
only; Interlibrary loan; Search strategy 
consultation 



(984) UNIVERSITE DU QUEBEC A TROIS RIVIERES 
3351 Boulevard des Forges 
Trois Rivieres, QU G9A 5H7 Canada 
Phone: 819/376-5005 Fax: 819/376-5144 

E-mail: france_boucher@uqtr.uquebec.ca 
URL: http://www.uqtr.uquebec.ca/biblio/ 

Contact: France Boucher, Education Reference 

Librarian 

Collection: RIE (1968-); CUE (1970-); Thesaurus 

(12th, 1990); Microfiche (1960-1969; 
1970-); Online database 



(984) UNIVERSITE DU QUEBEC A TROIS 
RIVIERES (cont.) 

Equipment: MF reader; MF reader/printer 
Audiences: University/College faculty 
Services: ERIC microfiche via interlibrary loan; ERIC 

publications; ERIC training; Online search 
services; Library services; Paper copy 
reproduction 

(985) BRIERCREST BIBLE COLLEGE 
Archibald Library 

Caronport, SK SOH OSO Canada 

Phone: 306/756-3252 Fax: 306/756-3366 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1981-); CUE (1981-); Thesaurus 
(9th, 1982); Microfiche (1975-) 

MF reader; MF reader/printer; Copier; 
Computer terminal 

University/College faculty and students; 
Local residents 

Library services; Paper copy reproduction 



(986) SASKATCHEWAN EDUCATION 
RESOURCE CENTRE 
2220 College Avenue, Seventh Floor 
Regina, SK S4P 3V7 Canada 
Phone: 306/787-2262 Fax: 306/787-2223 

E-mail: kramer@sasked.gov.sk.ca 
URL: http://www.sasked.gov.sk.ca/resources/ 

Iib4 hom.html 



Collection: 



Equipment: 

Audiences: 

Services: 



RIE (1967-); CUE (1975-); Thesaurus 
(12th, 1990); Microfiche (1976-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer 

General public with restrictions; 

Department of education personnel 
ERIC publications; Research; Online 
search services; Library services; 
Interlibrary loan; Search services for state 
agencies only 



(987) UNIVERSITY OF REGINA 
Education Branch Library 
Regina, SK S4S 0A2 Canada 
Phone: 306/585-4642 Fax: 306/586-9862 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Marianne Thauberger, Reference 
RIE (1966-); CUE (1969-); Thesaurus 
(11th, 1987); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC training; Bibliographic instruction; 
Online search services; Library services; 
Paper copy reproduction 
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(988) UNIVERSITY OF SASKATCHEWAN 
Education Library 
2003 Education Building 
Saskatoon, SK S7N OWO Canada 
Phone; 306/966-5973 Fax: 306/966-8719 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mary Lynn Gagne, Education Reference 
Librarian 

RIE (1966-); CUE (1969-); Thesaurus 
(12th, 1990); Microfiche (1966-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier; 
Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction; Intertibrary loan; Search 
strategy consultation 



DENMARK 



(989) NATIONAL LIBRARY OF EDUCATION 
Emdrupvej 101 
Postbox 840 

DK/2400 Copenhagen NV., Denmark 

Phone: +45 39 69 66 33 Fax: +45 39 55 10 00 

E-mail: dpbasen(gbib.dlh.dk 

URL: http://www.dlh.dk/dpb/dpb_wetcome.html 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Birgitte Rischel, Reference Librarian 
RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-); Online 
database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication 



ENGLAND 



(990) UNIVERSITY OF LIVERPOOL 
Education Library 
19 Abercromby Square 
Liverpool L69 3BX England 
Phone: +44 0151 794 2574 x49 
Fax: +44 0151 794 2681 
E-mail: qlis07@uk.ac.liverpool.uk 
URL: http://www.tiv.ac.uk/netscape.svga.liverpool.home 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Wendy Spalton, Education Librarian 
RIE (1966-); CUE (1969-); CD-ROM; 
Online database 

MF reader; MF reader/printer; Copier 
University/Coltege faculty and students; 
University/College alumni; Area faculty and 
students; Elementary school teachers; 
Secondary school teachers; Inservice 
teachers; Teacher educators 
Information dissemination; Library services; 
Interlibrary loan; Search strategy 
consultation 



(991) ASLIB, THE ASSOCIATION FOR INFORMATION 
MANAGEMENT 
Information House 
20-24 Old Street 
London EC1V 9AP England 

Phone: +44 171 253 4488 Fax: +44 171 430 0514 
E-mail: pubs@aslib.co.uk 
URL: http://www.aslib.co.uk/ 



Contact: 

Collection: 

Audiences: 

Services: 



Zena Woodley, Manager, Information 
Centre Translation Services 
Online database 

General public for a fee; Members 
Online search services; Library services; 
Analysis of search results 



(992) UNIVERSITY OF LONDON 
Institute of Education Library 
20 Bedford Way 
London WC1H OAL England 
Phone: +44 017 1612 6080 Fax: +44 017 1612 

6093 

E-mail: tib.engoiries@ioe.ac.uk 
URL: http://www.ioe.ac.uk/library 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Stephen Pickles, Head of Reader 
Services; Claire Drinkwater 
Thesaurus (12th, 1990); Microfiche 
(1977-1979); CD-ROM; Online database 
MF reader/printer; Copier; Microcomputer 
General public for a fee; Researchers; 
Graduate students; Teachers/Professors 
Online search services; Library services 



(993) THE BRITISH LIBRARY 
Document Supply Centre, Boston Spa 
Wetherby, West Yorkshire LS23 7BQ, England 
Phone: +44 193 754 6000 Fax: +44 193 754 6333 
E-mail: dsc-customer-services@bl.uk 
URL: http://portico.bl.uk/dsc 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Customer Services; Andrew Smith, Head 

of Special Acquisitions 

RIE (1966-); CUE (1969-); Thesaurus 

(11th, 1987); Microfiche (1966-); Online 

database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

Authorized library users; General public 
for a fee 

Online search services; Library services; 
Microfiche duplication; Microfiche 
blowback; Document delivery; 

Interlibrary loan 
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FINLAND 



(994) JYVASKYLA UNIVERSITY LIBRARY 
Seminaarinkatu 15 
40100 Jyvaskyla 
Jyvaskyla 40100 Finland 

Phone: +35 (8) 41 60 12 11 Fax; +35 (8) 41 60 33 71 
E-mail: jyk@bibelotjyuiti 
URL: http://www.jyu.ti/-library/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Toini Alhainen, Head, Information and 
Documentation Department 
RIE (1966-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1981-); CD-ROM; 
Online database 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Bibliographic instruction; Online search 
services; Library services; Paper copy 
reproduction; Interlibrary loan; Search 
strategy consultation 



FRANCE 



(995) BIBLIOTHEQUE DE L’UNIVERSITE PARIS 8 
Service de References 
2, Rue de la Liberte 
93526 Saint-Denis Cedex, France 
Phone: +33 (1) 49406565 Fax: +33 (1) 48213598 

Contact: Clara Schiefer 

Collection: CD-ROM; Online database; ERICTOOLS 

Equipment: Copier; Computer terminal 
Audiences: University/College faculty and students 

Services: Online search services; Library services 

GERMANY 



(996) USAREUR LIBRARY AND RESOURCE CENTER 
HQUSAREUR and 7th Army 
Attn: AEAGA-GR (ULRC), Unit 29351 
APO, AE 09014 

Phone: +49 622 1577430 Fax: +49 622 1577357 



(997) UNIVERSITAT BIELEFELD 
Bibliothek 

U niversitaetsstrasse 
33 615 Bielefeld, Germany 

Phone: +49 521 1064051 Fax: +49 521 1064052 
E-mail; info@ub.uni-bielefeld.de 
URL: http://www.ub.uni-bielefeld.de 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Monika Bruckner, Informationszentrum 
Microfiche (1969-) 

MF reader; MF reader/printer; 

MF duplicator 
General public 
Microfiche duplication 



(998) HANS HARTINGER NACHF. 
Xantener Strasse 14, D-100 
Berlin 15, Germany 



Collection: Online database 

Services: Library services 

(999) FREIE UNIVERSITATET BERLIN, 
BEREICHSBIBLIOTHEK 
Erziehungs und Unterrichs schaflen 
Kiebitzweg 

D-Berlin 33, Germany 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Bettina Bohm 

RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-) 

MF reader/printer 
General public 

Paper copy reproduction; Microfiche 
duplication 



(1000) AUGUST BAADER BUCHANDLUNG 
Universitaetsstrasse Taschenbuchladen 
44 Munster Postfach 1309 
Drubbe! 19, Germany 



Collection: Online database 
Services: Library services 

HONG KONG 



Contact: Patricia Lambert, Kathryn Mayhall, 

Reference Librarians 

Collection: Thesaurus (11th, 1987); Microfiche 

(1966-); Online database 

Equipment: MF reader; 'MF reader/printer; Copier; 
Computer terminal 

Audiences: Military personnel; Other governmnet 

personnel 

Services: Online search services; Paper copy 

reproduction; Microfiche duplication 



(1001) CHINESE UNIVERSITY OF HONG KONG 
University Library 

Shatin, New Territories, Hong Kong 

Phone: 852-6097301 Fax: 852-6036952 

E-mail: library@cuhk.edu. hk 

Gopher; gopher.lib. cuhk.edu. hk 

URL: http://www.lib.cuhk.edu.hk 

Contact: Reference Librarians 

Collection: RIE (1970-March 1989); CUE 

(1978-1988); Thesaurus (12th, 1990); 
Microfiche (1978-); Online database 
Equipment: MF reader; MF reader/printer; Copier; 
Computer terminal 
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(1001) CHINESE UNIVERSITY OF HONG KONG (cont.) 

Audiences: University/Co liege faculty and students 
Services: Bibliographic instruction; Online search 

services; Library services; Audiovisual 
equipment; interlibrary loan; Search 
services for university community only 

ISRAEL 



(1005) KINOKUNIYA COMPANY, LTD. 

Sakuragoaka 5-Chome 

Setagaya-ku, Tokyo 156, Japan 

Phone: +81 03 439 0123 x682 Fax; +81 03 439 1093 



Contact: 

Collection: 

Audiences: 

Services: 



Dr. Takashi Nagatsuka, Manager 
CD-ROM; Online database 
General public with restrictions 
Online search services 



(1002) UNIVERSITY OF HAIFA 
Library 

Mount Carmel, Haifa 31999, Israel 
Phone: +972 04-240285 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Mariana Weissmann 

RIE (1975-); CUE (1969-); Thesaurus 

(10th, 1984); Microfiche (1979-); Online 

database; ERICTOOLS 

MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 

University/College faculty and students 

Online search services; Library services; 

Paper copy reproduction 



ITALY 



(1003) BIBLIOTECA D1 DOCUMENTAZIONE 
PEDAGOGICA 

Via M. Buonarroti n. 10 
50122 Firenze, Italy 

Phone: +39 55 24 1 1 86 Fax: +39 55 22 28 86 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Flora Imberciadori 

RIE (1981-); Thesaurus (11th, 1987); 
Microfiche (1979-) 

MF reader; MF reader/printer; 

Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



JAPAN 



(1004) KITAO PUBLICATIONS TRADING 
COMPANY LIMITED 
New Ashai Building 
3-18 Nakanoshina 2-Chone, Kita-Ku 
Osaka 530, Japan 

Phone: +81 06 203 5961 Fax: +81 06 222 3590 
E-mail: kptc@oak.threewebnet.or.jp 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Kiyosho Karasuno 
Online database 
Copier; Microcomputer 
General public with restrictions 
Online search services 



LEBANON 



(1006) AMERICAN UNIVERSITY OF BEIRUT 
Jafet Memorial Library 
Bliss Street-Ras Beirut 
Beirut, Lebanon 
Phone; +961 340740 



Collection: 



Equipment: 



Audiences: 



Services: 



RIE (1966-); CUE (1969; 1971-1974); 
Thesaurus (10th, 1984); Microfiche 
(1966-) 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 

University/College faculty and students; 
Area residents; General public with 
restrictions; Researchers 
Bibliographic instruction; Research; Library 
services; Paper copy reproduction 



MALAYSIA 



(1007) UNIVERSITY OF MALAYA LIBRARY 

Pantai Valley 

50603 Kuala Lumpur, Malaysia 

Phone: +60 03-7575887 Fax: +60 03-7577800 

E-mail: a4ruzita@cc.um.edu. my 



Contact: 

Collection: 

Equipment: 

Audiences: 



Services: 



Head, Reader Services Division 
RIE (1969-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1976-); CD-ROM 
MF reader; MF reader/printer; 

MF duplicator 

University /College administrators/directors; 
Education agencies; University/College 
faculty and students; Medical center 
faculty, students, and staff; Librarians; 
Researchers; General public by request 
Slide show on ERIC; Bibliographic 
instruction; Curriculum guides; Research; 
Microfiche duplication; Search services for 
university community only; ERIC videotape 
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(1008) UNIVERSITI PERTANIAN MALAYSIA 
Universiti Pertanian Malaysia 
43400 UPM Serdang 
Selangor Darul Ehsan, Malaysia 
Phone: +60 03-9486600 Fax: +60 03-9483745 



Contact: 



Collection: 

Audiences: 

Services: 



Mohd Shagar Saad, Librarian; Laila 
Hussan, Department of Information 
Management 

RIE (1975-); Thesaurus (12th, 1990); 
CD-ROM; Online database 
University/College faculty and students; 
General public for a fee 
Online search training; Online search 
services; Library services; Audiovisual 
equipment; Document delivery; 
Interlibrary loan 



MEXICO 



(1009) CONSEJO NACIONAL DE CIENCIA 
Y TECHNOLOGIA 

Servico de Consulta a Bancos de Informacion 

Pastrico Sanz # 1317-4o Piso 

Col. del Valle Del Benito Juarez 

03100 Mexico City, D.F., Mexico 

Phone: +90 (5) 559-19-44 x200 

Fax: +90 (5) 559-13-00 

E-mail: jimenez@mailer.main.conacyt.mx 

URL: http://info.main.conacyt.mx/secobi/anuncio.html 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lourdes Villagran Jimenez 
Thesaurus (9th, 1982); CD-ROM; 
Online database 

MF reader; Copier; Microcomputer; 
Computer terminal 
General public 

Online search services; Document 
delivery; Online search training 



(1010) UNIVERSIDAD NACIONAL AUTONOMA 
DE MEXICO 

Centro de Informacaion Cientifica y Humanistica 

Circuito Exterior, Ciudad Universidad 

Apartado Postal 70-392 

04510 Mexico City, D.F., Mexico 

Phone: +90 (5) 616-01-57 Fax: +90 (5) 616-25-57 

E-mail: cich@unavm1 .bitnet 

Contact: Octavio Alonso-Gamboa, Academic 

Secretariat; Julio Zetter, Technical 
Secretariat 

Collection: RIE (1975-); CUE (1973-); Thesaurus 

(10th, 1984) 

Equipment: MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 



(1010) UNIVERSIDAD NACIONAL AUTONOMA 
DE MEXICO (cont.) 

Audiences: University/College administrators/directors; 

University/College faculty; Practitioners; 
University/College librarians; Special 
librarians; Researchers; Higher education 
personnel; General public for a fee 
Services: Training, seminars, workshops; Online 

search training; Technical assistance; 
Information dissemination; Online search 
services; Library services; Publication 
production/dissemination; Paper copy 
reproduction; Analysis of search results; 
Document delivery; Interlibrary loan 

(1011) UNIVERSIDAD AUTONOMA DE 
AGUASCALIENTES 
Programa de Investigacion Educativa 
Av. Universidad Numero 640 
20010 Aguascalientes, AGS, Mexico 
Phone: +90 (49) 12-38-16 Fax: +90 (49) 12-23-16 
E-mail: marangel@correo.uaa.mx 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Norma Patricia Padilla Amador 
Thesaurus (10th, 1984); Microfiche 
(1986-); CD-ROM 

MF reader; MF reader/printer; Copier; 
Microcomputer 

General public with restrictions 
Bibliographic instruction; Information 
dissemination; Online search services; 
Library services; Audiovisual equipment; 
Paper copy reproduction; Document 
delivery; Interlibrary loan; Search strategy 
consultation 



(1012) F. UNIVERSIDAD DE LAS AMERICAS— PUEBLA 
Biblioteca — Servicios al Publico 
72820 Sta. Catarina Martir, Puebla, Mexico 
Phone: +90 (22) 29-24-27 Fax: +90 (22) 29-20-78 
E-mail: rocio@udlapvms.pue.udlap.mx 
URL: http://udlapvms.pue.udlap.mx 

Contact: Lie. Ma. del Rocio Mendez Lara, 

Documentation Coordinator 
Collection: RIE (1967-1995); CUE (1971-1979); 

Thesaurus (12th, 1990); Microfiche 
(1985-); CD-ROM; Online database 
Equipment: MF reader; MF reader/printer 
Audiences: University/College faculty and students; 
Area residents 

Services: Library services 
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NAMIBIA 

(1013) NAMIBIA MINISTRY OF BASIC EDUCATION 
AND CULTURE 
Resource Center 
Private Bag 13186 
Windbrock, Namibia 

Phone: +264 612933254 Fax: +264 61245500 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Mrs. M. Taylor 

CUE (1988-1991): Thesaurus (11th. 
1990); Microfiche (1991-); CD-ROM 
MF reader; MF reader/printer; Copier; 
Microcomputer 

Administrators/Directors/Principals; 
University/College faculty; Graduate 
students; Librarians; Teachers/Professors; 
Local business personnel 
ERIC microfiche via interlibrary loan; 
Online search services; Audiovisual 
equipment; Paper copy reproduction; 
Interlibrary loan 



THE NETHERLANDS 



(1014) SOCIAL SCIENCE INFORMATION 
AND DOCUMENTATION CENTRE 
Herengracht 410-412 
1017 BX Amsterdam, The Netherlands 
Phone: +31 020-6225061 Fax: +31 020-6238374 
E-mail: swidoc@swidoc.nl 
URL: http://www.swidoc.nl 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Henk Schrik, Information Specialist 
CD-ROM 

MF reader; Copier; Microcomputer; 
Computer terminal; Scanner 
General public 

Information dissemination; Online search 
services; Library services; Audiovisual 
equipment: Paper copy reproduction; 
Document delivery; Interlibrary loan; 
Search strategy consultation 



(1015) UNIVERSITY OF AMSTERDAM, FACULTY OF 
EDUCATIONAL SCIENCES 
Library 

Wibautstratt 4 

10G1 GM Amsterdam, The Netherlands 

Phone: +31 020-5251215 Fax: +31 020-5251200 

E-mail: hansf@educ.uva.nl 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Hans Forma, Information Specialist 
Thesaurus (12th, 1990); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer 
General public 

Library services; Paper copy reproduction; 
Search services for university community 
only 



(1016) MINISTRY OF EDUCATION, CULTURE, 

AND SCIENCE 
Library, Europaweg 4 
2711 AH 

Zoetermeer, The Netherlands 

Phone: +31 79-3233425 Fax: +31 79-3234823 

E-mail: h.h, vanderneut@minocw.nl 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1975-); CUE (1969-); Thesaurus 
(13th, 1995); Microfiche (1975-); 

Online database 

MF reader; MF reader/printer; Copier 
Government personnel; Policy makers; 
General public with restrictions 
Information dissemination; Library services; 
Paper copy reproduction; Interlibrary loan; 
Search strategy consultation 



NEW ZEALAND 



(1017) NATIONAL LIBRARY OF NEW ZEALAND 

P.O, Box 3342 
70 Molesworth Street 
Wellington, New Zealand 

Phone: +64-4-4743000 Fax: +64^^743035 

E-mail: interloans@natlib.govt.n2 
URL: http://www.natlib.govt.n2 



Contact: 

Collection: 



Equipment: 



Audiences: 

Services: 



Information Desk; Reference and 
Research Services; Interloans 
RIE (1966-); CUE (1978-); Thesaurus 
(11th, 1987); Microfiche (1966-); 

Online database 

MF reader; MF reader/printer; 

MF duplicator; Copier; Microcomputer; 
Computer terminal 
General public 

ERIC microfiche via interlibrary loan; 
Online search services; Library services; 
Paper copy reproduction; Microfiche 
duplication; Document delivery; Interlibrary 
loan; Search strategy consultation 



(1018) NEW ZEALAND COUNCIL FOR 
EDUCATIONAL RESEARCH 
Education House 
178-182 Willis Street 
Wellington 1 . New Zealand 

Phone: +64-04-847939 Fax: +64-04-847933 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Senior Research Officer, Information 

RIE (1966-); CUE (1970-); Thesaurus 

(10th, 1984); Online database 

MF reader; MF reader/printer; Copier; 

Microcomputer; Computer terminal 

General public for a fee 

Online search services; Library services 



BEST COPY AVAILABLE 
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NORWAY 



QATAR 



(1019) NATIONAL CENTER FOR EDUCATIONAL 
RESOURCES 
Bankplassen 3 
Post Box 8194 Dep 
0034 Oslo, Norway 

Phone: +47 2-42-03-39 Fax: +47 2-42-11-68 
E-mail: aslaug.skaar@nls.no 
URL: http://www.nls.no/ 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Aslaug Skaar 

Thesaurus (13th, 1995); Microfiche 
(1966-); CD-ROM; Online database; 
ERICTOOLS 

MF reader; MF reader/printer; Copier; 
Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Online search services; Library 
services; Paper copy reproduction 



PAPUA NEW GUINEA 



(1020) UNIVERSITY OF PAPUA NEW GUINEA 
Michael Somare Library 
P.O. Box 319 
University Post Office 
Port Moresby, NCD, Papua New Guinea 
Phone: 675/267-280 Fax: 675/267-187 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Vincent Gulaseni, Reader Services 
Librarian 

RIE (1966-1992): CUE (1969-1991); 
Thesaurus (11th, 1987); Microfiche 
(1966-); CD-ROM; Online database 
MF reader; MF reader/phnter; Copier; 
Microcomputer; Computer terminal 
General public 

ERIC microfiche via interlibrary loan; ERIC 
training; Bibliographic instruction; 
Information dissemination; Online search 
services; Library services; Audiovisual 
equipment; Paper copy reproduction; 
Document delivery; Interlibrary loan 



(1022) UNIVERSITY OF QATAR 
Educational Research Center 
P.O. Box 2713 
Doha, Qatar 

Phone: +974 875355 Fax: +974 874465 

Collection: Microfiche (1966-); CD-ROM 

Equipment: MF reader; MF reader/printer 
Audiences: General public 
Services: Paper copy reproduction; Document 

delivery 

REPUBLIC OF SINGAPORE 



(1023) NATIONAL INSTITUTE OF EDUCATION 
Library 

469 Bukit Timah Road 
Singapore 259256, Republic of Singapore 
Phone: 065/460-5245 Fax: 065/469-7466 

E-mail: chewlp@nievax.nie.ac.sg 



Contact: 

Collection: 



Equipment: 

Audiences: 



Services: 



Head, Reference Unit 

RIE (1966-); CUE (1969-); Thesaurus 

(12th, 1990); Microfiche (1989-); CD-ROM; 

Online database 

MF reader; Microcomputer 

University/College faculty; Researchers; 

Teachers/Professors; University/College 

students; Education agencies; 

Administrators/Directors/Principals 

Online search training; Bibliographic 

instruction 



SOUTH AFRICA 



(1024) HUMAN SCIENCES RESEARCH COUNCIL 
Library and Information Service 
Private Bag x41 
Pretoria 0001, South Africa 

Phone: +27 012/202 9111 Toll-free: +27 080/011 7733 
Fax: +27 012/202 2933 
Gopher: gopher.hsrc.ac.za 
URL: http://www.hsrc.ac.za 



PHILIPPINES 



(1021) ATENEO DE MANILA UNIVERSITY 
Rizal Library 
P.O. Box 154 

Loyol Heights, Quezon City 
Metro Manila, Philippines 

Phone: 632/924-4601 x2663 Fax: 632/924-4428 
E-mail: christy@pusit.admu.edu. ph 



Collection: 

Equipment: 

Audiences: 

Services: 



RIE (1966-); CUE (1969-); Thesaurus 
(10th, 1984); Microfiche (1966-) 

MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

Library services; Paper copy reproduction; 
Microfiche duplication 



Contact: H. Huysamen, Information Consultant; 

B. Kruger, Microfiche Administration 
Collection: RIE (1966-); CUE (1974-); Thesaurus 

(12th, 1990); Microfiche (1982-); 

Online database 

Equipment: MF reader; MF reader/printer; Copier 
Audiences: Subscribers; Education agencies; 

University/College faculty; Practitioners; 
Health care professionals 

Services: Microfiche; Information dissemination; 

Online search services; Library services; 
Paper copy reproduction 
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OTHER COUNTRIES 



SWEDEN 



(1025) NATIONAL LIBRARY FOR PSYCHOLOGY 
AND EDUCATION 
P.O. Box 50063 
S-104 05 Stockholm 
Stockholm, Sweden 

Phone: +46 8 151820 Fax: +46 8 155581 

E-mail: sppb@sppb.se 
Gopher: gopher.sppb.se 
URL: http://www.sppb.se 



Contact: 

Collection: 



Equipment: 

Audiences: 

Services: 



Krister Lagerborg, Information Specialist 
RIE (1966-); CUE (1970-); Thesaurus 
(13th, 1995): Microfiche (1966-); CD-ROM; 
Online database; ERICTOOLS 
MF reader; MF reader/printer; 

MF duplicator; Copier 
General public 

ERIC publications; Training, seminars, 
workshops; Online search training; Library 
services; Publication 
production/dissemination; Paper copy 
reproduction; Microfiche duplication; 

Search strategy consultation 



(1026) ROYAL INSTITUTE OF TECHNOLOGY LIBRARY 
Information and Documentation Center 
S-100 44 

Stockholm, Sweden 

Phone: +46 8 7908950 Fax: +46 8 7908954 

E-mail: idc@lib.kth.se 
URL: http://www.lib.kth.se 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Lena Fahlen, Information Specialist 
Online database; ERICTOOLS 
Copier; Microcomputer; Computer terminal 
General public 

Online search services; Library services; 
Paper copy reproduction 



SWITZERLAND 



(1027) INTERNATIONAL BUREAU OF EDUCATION 
Documentation Centre 
Case postale 199 
1211 Geneva, Switzerland 

Phone: +41 22.798.14.55 Fax: +41 22.798.14.86 
E-mail: unesco.ibe.library@unesco.org 
Gopher: gopher.unesco.org 
URL: http://www.education.unesco.org 



Contact: 

Collection: 



Equipment: 



Wanda Rokicka, Head, Documentation and 
Information; Documentalists 
RIE (1966-September 1987); CUE 
(1969-1987); Thesaurus (13th, 1995); 
Microfiche (1966-); CD-ROM 
MF reader; MF reader/printer; 
Microcomputer; Computer terminal 



(1027) INTERNATIONAL BUREAU OF EDUCATION 
(cont.) 

Audiences: State education community; Local 
education community; Librarians; 
Researchers: Policy makers 

Services: Training, seminars, workshops; Information 

dissemination; Online search services; 
Library services; Microfiche duplication; 
Interlibrary loan; Referrals; Not available to 
the public 

(1028) ECOLE POLYTECHNIQUE FEDERALE 
DE LAUSANNE 
Bibliotheque Centrale 
CH-1015 Lausanne, Switzerland 
Phone: +41 21.693.21.61 Fax: +41 21.693.51.00 

URL: http://bcwww.epfl.ch/ 



Contact: 

Collection: 

Equipment: 

Audiences: 

Services: 



Georges Iffland, Head, Online 
Search Services 

Thesaurus (7th, 1977); Online database 
MF reader; MF reader/printer; Copier; 
Microcomputer: Computer terminal 
General public 

Online search training; Bibliographic 
instruction; Technical assistance; Online 
search services; Library services; 
Audiovisual equipment; Paper copy 
reproduction: Document delivery; 
Interlibrary loan 



UNITED ARAB EMIRATES 



(1029) UNITED ARAB EMIRATES UNIVERSITY 

Library 

33521 Jameah Em, P.O. Box 1441 
Al Ain, United Arab Emirates 

Contact: Hussein Hudair 

Collection: Microfiche (1993-) 

Audiences: University/College faculty and students 
Services: Library services 
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Organization Index 

Entry 

Number 

ACCESS ERIC 343 

ACT Department of Education and Training 913 

ASLIB, The Association for Information Management 99 1 

Abilene Christian University <752 

Adelphi University ^23 

Adjunct ERIC Clearinghouse for ESL Literacy Education 125 

Adjunct ERIC Clearinghouse for Law-Related Education 240 

Adjunct ERIC Clearinghouse for U.S.-Japan Studies 241 

Adjunct ERIC Clearinghouse on Child Care 

Adjunct ERIC Clearinghouse on Clinical Schools 126 

Adjunct ERIC Clearinghouse on Consumer Education 396 

Adjunct ERIC Clearinghouse on Entrepreneurship Education 433 

Adjunct ERIC Clearinghouse on Service Learning 4Q7 

Adjunct ERIC Test Collection Clearinghouse 433 

Alabama A&M University q13 

Alaska State Library q13 

Albany Medical College 5 qq 

Albany State College 17 q 

Alcorn State University 42 1 

Alexandria City Public Schools 317 

Alfred University ^q4 

Alvemo College ggg 

Amarillo Independent School District Library Center 754 

American College Testing 265 

American Federation of Teachers 127 

American Health Foundation 575 

American Overseas Company, Inc 43 1 

American University I23 

American University of Beirut 1 qq5 

Anderson College 719 

Andrews University 373 

Angelo State University 792 

Anne Arundel County Public Schools 326 

Appalachia Educational Laboratory, Inc 357 

Appalachian State University 53 1 

Arizona Department of Education q2 1 

Arizona Educational Information System q22 

Arizona State University q23 

Arizona Western College Library q 26 

Arkansas Department of Education q32 

Arkansas State Library 

Arkansas State University q31 

Arkansas Tech University q39 

Arlington Heights Memorial Library 205 

Arlington Public Schools 

Armstrong State College 

Asbury College 3Q2 

Ashland University 514 

Ateneo de Manila University 1Q2 i 

Atlanta University Center I73 

Auburn University qqI qq2 

Auburn University at Montgomery ' q12 

August Baader Buchandlung Iqqq 
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Organization index 



Entry 

Number 



Augusta College 181 

Auraria Library 105 

Austin Peay State University 735 

Australian Council for Educational Research 927 

Averett College 823 

Avila College 434 

Azusa Pacific University 042 

Baldwin-Wallace College 616 

Ball State University 255 

Bank Street College of Education 536 

Baylor University 805 

Beaver College 687 

Belmont College 579, 746 

Bemidji State University 398 

Beneficial-Hodson Library and Information Technology Center 340 

Berry College 192 

Bethel College 408 

Bethune-Cookman College 146 

Biblioteca di Documentazione Pedagogica 1003 

Bibliotheque De L’Universite Paris 8 995 

Binghamton University 507 

Biola University Library 058 

Bloomsburg University of Pennsylvania 680 

Bluefield College 821 

Bluefield State College 865 

Board of Education for the City of Hamilton 963 

Bob Jones University 726 

Boise State University 201 

Boston College 359 

Boston Public Library 350 

Boston University 351 

Bowie State University 335 

Bowling Green State University 617 

Bowling Green State University — Firelands College 633 

Bradley University 230 

Brandon University 952 

Brazosport College Library 783 

Brenau Trustee Library 186 

Brescia College Library 297 

Brewton-Parker College 193 

Bridgewater State College 355 

Briercrest Bible College 985 

Brigham Young University 811 

Brigham Young University — Hawaii 200 

The British Library 993 

Brock University Library 971 

Brooklyn College of the City University of New York 511 

Brooklyn Public Library 512 

Broward County Main Library 147 

Broward County School Board 148 

Buena Vista College 269 

Caldwell College Library 473 

Calgary Board of Education 941 



O 

ERIC 
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Organization index 



Entry 

Number 



California Lutheran University 

California Polytechnic State University — San Luis Obispo 

California State Library 

California State Polytechnic University — Pomona 

California State University 

California State University at Sacramento 

California State University — Bakersfield 

California State University — Chico 

California State University — Dominguez Hills 

California State University — Fresno 

California State University — Fullerton 

California State University — Hayward 

California State University — Long Beach 

California State University — Los Angeles 

California State University — ^Northridge 

California State University — San Bemadino 

California State University — San Marcos 

California State University — Stanislaus 

California University of Pennsylvania 

Calvin College and Calvin Theological Seminary 

Cameron University 

Campbell University 

Campbellsville College 

Capital University Library 

Cardinal Stritch College 

Carson-Newman College Library 

Castleton State College 

Catawba College 

The Catholic University of America 

Cayuga Community College 

Centenary College of Louisiana 

Central Connecticut State University 

Central Michigan University 

Central Missouri State University 

Central State University 

Central Texas College 

Central Washington University 

Chadron State College 

Chapman University Library 

Charles Sturt University — Riverina 

Charleston County School District 

Charlotte-Mecklenburg Schools 

Chemeketa Community College 

Cherry Creek Professional Library 

Chestnut Hill College 

Cheyney University of Pennsylvania 

Chicago Public Library 

Chicago State University 

Chinese University of Hong Kong 

City University of New York — Bernard M. Baruch College 

City University of New York — City College Library 

City University of New York — College at Lehman 

City University of New York — College at Staten Island 



099 

088 

076 

071 

048 

077 

043 

046 

045 

052 

054 

055 

059 

060 

068 

078 

089 

100 

681 

382 

655 

582 

288 

625 

889 

739 

815 

603 

129 

505 

316 

115 

389 

447 

647 

781 

852 

454 

069 

918 

720 

584 

677 

106 

697 

682 

208, 209 

210 

. . . 1001 

537 

538 

509 

565 
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Organization Index 



Entry 

Number 



City University of New York — Graduate School and University Center 539 

City University of New York — Hunter College 540 

Claremont College 047 

Clarion University of Pennsylvania 683 

Clark Library 864 

Clayton State College 191 

Clemson University 721 

Cleveland State University 624 

Colby-Sawyer College 471 

Colegio Universitario del Este 902 

College of DuPage 221 

College of Lake County 223 

College of Mount St. Joseph 620 

College of New Rochelle 535 

College of St. Rose 501 

College of St. Scholastica 399 

College of William and Mary 847 

Colorado State University 108 

Columbia University 541 

Columbus College 183 

Columbus Metropolitan Library 626 

Concordia University 230 

Conseel du Tresor 981 

Consejo Nacional de Ciencia y Technologia 1009 

Contra Costa County Office of Education Library 070 

Coppin State College ' 327 

Cornell University 528 

Cornerstone College 383 

Council of Adult Education 933 

County Education Office 091 

Creighton University 458 

Cumberland College 301 

Curtin University of Technology 936, 939 

Cuyahoga County Library — Maple Heights Regional 637 

Cypress-Fairbanks Independent School District 772 

DATA-SEARCH 600 

Dade-Monroe Teacher Education Center 160 

Dallas Baptist University 764 

Dallas Public Library 765 

Darlington County School District 724 

Dartmouth College 467 

Deakin University Library 931 

Delaware Department of Public Instruction 122 

Delaware State College 123 

Delta State University 412 

Department of Employment, Education, and Training 911 

DePauw University 249 

Dowling College 547 

Drake University 263 

Drexel University 698 

Duquesne University 703 

ECC/USF Learning Resources 150 

ERIC Clearinghouse for Community Colleges 061 



O 
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Organization Index 



Entry 

Number 



ERIC Clearinghouse for Science, Mathematics, and Environmental Education 
ERIC Clearinghouse for Social Studies/Social Science Education 
ERIC Clearinghouse on Adult, Career, and Vocational Education 

ERIC Clearinghouse on Assessment and Evaluation 

ERIC Clearinghouse on Counseling and Student Services 

ERIC Clearinghouse on Disabilities and Gifted Education 

ERIC Clearinghouse on Educational Management 

ERIC Clearinghouse on Elementary and Early Childhood Education 

ERIC Clearinghouse on Higher Education 

ERIC Clearinghouse on Information & Technology 

ERIC Clearinghouse on Languages and Linguistics 

ERIC Clearinghouse on Reading, English, and Communication 
ERIC Clearinghouse on Rural Education and Small Schools 
ERIC Clearinghouse on Teaching and Teacher Education 

ERIC Clearinghouse on Urban Education 

ERIC Document Reproduction Service 

ERIC Processing and Reference Facility 

East Carolina University 

East Central University 

East Stroudsburg University 

East Tennessee State University 

East Texas State University 

East Texas State University at Texarkana 

Eastern College 

Eastern Connecticut State University 

Eastern Illinois University 

Eastern Kentucky University 

Eastern Michigan University 

Eastern Montana College 

Eastern New Mexico University 

Eastern Washington University 

Ecole Polytechnique Federale de Lausanne 

Edinboro University of Pennsylvania 

Edison Community College Library 

Edith Cowan University Library 

Education Centre Reference Library 

Educational Information and Resource Center 

Educational Research Service 

Educational Service District Number 123 

Educational Testing Service 

Edward Waters College 

Elizabeth City State University 

Elon College Library 

Emory University 

Emporia State University 

Engineering Training Center (10A4A) 

Enoch Pratt Free Library 

Erie Community College — ^North 

Erie Community College — South 

Evangel College 

F. Universidad de las Americas — Puebla 

FIND/SVP, Inc 

Facts OnLine 



. 627 
. 242 
. 628 
. 130 
.592 
. 839 
.669 
. 235 
. 131 
.570 
. 132 
. 243 
. 868 
. 133 
.542 
.842 
.341 
.596 
.649 
.685 
.740 
.762 
.800 
.709 
. 121 
.207 
.299 
.397 
.448 
.497 
.851 
1028 
.686 
.640 
.937 
.972 
.485 
.819 
.854 
.484 
.153 
.588 
.589 
.174 
.272 
.037 
.328 
.576 
.551 
.438 
1012 
.543 
.850 
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Organization index 

Entry 

Number 

Fairfax County Public Schools 824 

Far West Laboratory for Educational Research and Development 082 

Fayetteville State University 590 

Ferris State University 374 

Finger Lakes Community College 517 

Fitchburg State College 360 

Florida Atlantic University 143 

Florida Community College at Jacksonville 154 

Florida Institute of Technology 157 

Florida International University 158 

Florida Southern College 156 

Florida State University 167 

Fordham University 544 

Fort Bragg 591 

Fort Hays State University 274 

Framingham State College 361 

Francis Marion University 725 

Freed-Hardeman University Library 737 

Freie Universitatet Berlin, Bereichsbibliothek 999 

Fremont Public Library 381 

Fresno Pacific College 053 

Friends University 284 

Furman University 727 

Garden City Community College 273 

Gardner-Webb University 580 

Garland Independent School District 771 

Gateway Technical College Learning Resource Center — Elkhom 876 

Gateway Technical College Learning Resource Center — Kenosha 879 

Gateway Technical College Learning Resource Center — Racine 894 

Genesee Community College 506 

Genesee Valley BOCES/School Library System 533 

George Mason University 825 

The George Washington University 134 

Georgetown College 291 

Georgetown University 135 

Georgia College 190 

Georgia Department of Education 175 

Georgia Institute Of Technology 176 

Georgia Southern University 196 

Georgia Southwestern College 171 

Georgia State University 177 

Georgian Court College 477 

Glenville State College 869 

Gonzaga University 861 

Governors State University 234 

Grambling State University 306 

Grand Valley State University 371 

Grandview College Library 264 

Griffith University Library 921 

Hampton City Schools 829 

Hampton University 830 

Hans Hartinger Nachf 998 

Harding University 040 
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Organization Index 



Entry 

Number 



Harvard University 355 

Heidelberg College 

Henderson State University q 27 

Herkimer County Community College 527 

Hinds Community College 425 

Hofstra University 526 

Hope College 334 

Houston Baptist University 773 

Houston Public Library 774 

Howard University 

Human Sciences Research Council 1024 

Humboldt State University 041 

Idaho State University 204 

Illinois State University 225 

Indian River Community College 

Indiana State Library 251 

Indiana State University 256 

Indiana University 244 245 

Indiana University of Pennsylvania 689 

Indiana University — School of Medicine 252 

Indiana Wesleyan University 254 

The Information Consultancy 329 

Information Exchange 9 

Inter American University 90 1 

Inter American University of Puerto Rico 905 

International Bureau of Education 1027 

International Research and Evaluation 400 

Iowa Department of Education 265 

Iowa State University 259 

Jackson State University 417, 418 

Jacksonville State University 008 

James Cook University of North Queensland 924 

James Madison University 331 

Jefferson County Public Schools 109 

Jersey City State College 

Jim Cherry Teachers Center Professional Library I73 

Johns Hopkins University 

Johnson County Community College 280 

Johnson County Public Library 281 

Jyvaskyla University Library 994 

Kansas City Public Library 275 

Kansas State University 278 

Katholieke Universiteit te Leuven Documentatiedienst Pedagogische Wetenschappen 940 

Kean College of New Jersey 49 1 

Keene State College 468 

Kennesaw State College I37 

Kent State University 634 

King’s College 

Kinokuniya Company, Ltd 1005 

Kitao Publications Trading Company Limited 1004 

Kutztown University 691 

La Sierra University 073 

LaGrange College 188 
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Organization index 

Entry 

Number 

LaGuardia Community College 531 

Lakeland Community College 635 

Lamar University 758 

Lane Education Service District 670 

Laredo State University 784 

Learning Resource Center — North 474 

Lehigh University 679 

Lenoir-Rhyne College 597 

Lesley College 357 

Lewis-Clark State College 202 

Liberty University 834 

Library of Congress 137, 138 

Library of Michigan 387 

Lindsey Wilson College 289 

Lock Haven University 692 

Long Island University 

Longwood College 827 

Los Angeles County Office of Education 051 

Loudoun County Public Schools 832 

Louisiana Department of Education 303 

Louisiana State University 304 

Louisiana State University in Shreveport 317 

Louisiana Tech University 315 

Loyola University — Chicago 239 

Loyola-Notre Dame Library 331 

Lynchburg College 835 

Lynn University 144 

Macomb Intermediate School District 375 

Macquarie University ^1^ 

Madison Metropolitan School District 882 

Mahattanville College Library 556 

Maine State Library 320 

Malone College ^18 

Manhattan College 510 

Manitoba Department of Education and Training 953 

Mankato State University 401 

Mansfield University ^93 

Marian College of Fond du Lac 877 

Marion County Schools 1^1 

Marist College Library 555 

Mars Hill College ^98 

Marshall University 870 

Maryville University — St. Louis 440 

Marywood College 705 

McGill University 977 

McMaster University 964 

McNeese State University ^^9 

Melbourne College of Advanced Education 932 

Memorial University of Newfoundland 958 

Mercer County Community College 488 

Mercer University ^89 

Mercer University — Atlanta 179 

Mercy College ^1^ 
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Organization Index 

Entry 

Number 

Meridian Community College 422 

Merkezi Library qq^ 

Merrimack Education Center 35g 

Mesa State College Uq 

Metropolitan Public Schools 242 

Metropolitan Separate School Board 924 

Miami-Dade Community College ^59 

Miami University ^39 

Michigan State University 32g 

Mid-Continent Public Library 43 j 

Mid-Continent Regional Educational Laboratory jq2 

MidAmerica Nazarene College 279 

Middle Tennessee State University 245 

Midwestern State University gQ2 

Millersville University of Pennsylvania ^95 

Milligan College 244 

Ministere de I’Education 92g 

Ministry of Education, Culture, and Science 

Minneapolis Public Schools 4Q2 

Minnesota State Department of Education 4Q9 

Minot State University Library ^j2 

Mississippi College 4J3 

Mississippi State Department of Education 4J9 

Mississippi State University — Meridian Campus 423 

Mississippi State University — Mitchell Memorial Library 424 

Mississippi University for Women 4J4 

Mississippi Valley State University 4j^ 

Missouri Baptist College 44 j 

Missouri Education Center 429 

Missouri Southern State College 432 

Monash University 929 

Monmouth County Library 4g^ 

Montana Office of Public Instruction 45 j 

Montana State Library 4^2 

Montana State University 449 

Montclair State University 492 

Montgomery County Public Schools 344 

Moorhead State University 4Q4 

Moraine Valley Community College 228 

Morehead State University 295 

Morgan State University 332 

Momingside College Library 268 

Mott Community College 329 

Mount Allison University 9^2 

Mount Royal College 942 

Mount St. Mary’s College 339 

Mount St. Vincent University 959 

Multnomah Education Service District ^23 

Murray State University 296 

NASA Far West Regional Technology Transfer Center 062 

NERAC, Inc 

Namibia Ministry of Basic Education and Culture 1013 

Nashua Public Library 4^9 
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Organization index 

Entry 

Number 

Nashville State Technical Institute 748 

Nassau County BOCES 525 

National Center for Educational Resources 1019 

National Information Center for Children and Youth With Disabilities 139 

National Information Services Corporation 333 

National Institute of Education 1023 

National Library for Psychology and Education 1025 

National Library of Australia 912 

National Library of Education 989 

National Library of New Zealand 1017 

National-Louis University — Chicago Campus 211 

National-Louis University — Evanston Campus 219 

National-Louis University — Wheaton Campus 237 

National Science Foundation 140 

National University Library 079 

Nazareth College of Rochester 557 

Nebraska Library Commission 456 

Neosho County Community College 271 

Network, Inc 349 

New Canaan Library 116 

New Hampshire State Library 465 

New Jersey State Library 489 

New Mexico Highlands University 496 

New Mexico State Library 498 

New Mexico State University 495 

New South Wales Department of School Education 917 

New York Institute of Technology 548 

New York Public Library 545 

New York State Library 502 

New York University 546 

New Zealand Council for Educational Research 1018 

Niagara County Community College 562 

Nicholls State University 318 

Nipissing University College 968 

North Adams State College 365 

North Carolina Agricultural and Technical State University 593 

North Carolina Central University 587 

North Carolina State University 601 

North Central Regional Educational Laboratory 226 

North Georgia College 184 

North York Board of Education 969 

Northeast and Islands Regional Educational Laboratory 715 

Northeast Louisiana University 310 

Northeastern Illinois University 212 

Northeastern State University 1 662 

Northeastern University 352 

Northern Arizona University 020 

Northern Essex Community College 362 

Northern Illinois University 217 

Northern Kentucky University 292 

Northern Michigan University 388 

Northwest Missouri State University 437 

Northwest Regional Educational Laboratory 674 
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Entry 

Number 

Northwestern Oklahoma State University 

Northwestern State University of Louisiana 

Northwestern University . 220 

Nova Scotia Teachers College 

Nova Southeastern University 

Oakland Schools ^g^ 

Oakland University ^^2 

Oglethorpe University jgQ 

The Ohio State University ^29 

Ohio University 

Ohio University — Lancaster 

Okanagan University College Library 943 

Oklahoma Baptist University 

Oklahoma Christian University of Science and Arts 557 

Oklahoma City Public Schools 

Oklahoma Department of Libraries ^^g 

Oklahoma Department of Vocational and Technical Education 

Old Dominion University 

Olivet College Library 39 q 

The Ontario Institute for Studies in Education 973 

Oregon Department of Education ^7g 

Oregon State University ^^g 

Oswego County BOCES ^32 

Ouachita Baptist University Q2g 

Our Lady of the Lake University 793 

Pacific Lutheran University g^2 

Paducah Community College 29g 

Palatine Public Library 227 

Palm Beach County School Board 1^9 

Palmer College of Chiropractic 261 

Pasadena Independent School District 7gg 

Peabody College of Vanderbilt University 749 

Peconic Teacher Center ^^3 

Peel Board of Education 9^7 

Pembroke State University ^99 

Penn State — Harrisburg ^94 

Pennsylvania Department of Education ^gg 

Pennsylvania Resources and Information in Special Education 690 

Pennsylvania State University 710 

Pepperdine University ^40 

Peru State College ’4^1 

Phillips University ^^4 

Phillipsburg Free Public Library 4g2 

Pima Community College 024 

Pittsburg State University 282 

Plymouth State College 472 

Pontificial Catholic University of Puerto Rico 904 

Portland State University ^7^ 

Prairie Bible College and Graduate School 947 

Prairie View Agricultural and Mechanical University 79O 

Public Library of Cincinnati and Hamilton County 521 

Purdue University 258 

Purdue University — Calumet 250 
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Entry 

Number 

Putnam/North Westchester Counties BOCES 577 

Queen’s University 965 

Queens Borough Public Library 529 

Queens College 521 

Queensland Department of Education Library 919 

Queensland University of Technology 920, 922 

Radford University 838 

Regent University 845 

Regional Educational Media Center 7 385 

Research and Information Services for Education 696 

Research Center Northwest Educational Service District Number 189 853 

Research for Better Schools, Inc 699 

Rhode Island College 716 

Rhode Island Department of Education 717 

Rider University 478 

Rivier College 470 

Robert M. McCormick Tribune Foundation Library 232 

Roberts Wesleyan College 558 

Rochester Community College 405 

Rochester Institute of Technology 559 

Rock Valley College 231 

Rockland Community College 569 

Roosevelt University 213 

Rowan College of New Jersey 475 

Royal Institute of Technology Library 1026 

Royal Melbourne Institute of Technology 930 

Rush Presbyterian — St. Luke’s Medical Center 214 

Rutgers University 479 

Saginaw Valley State University 393 

St. Bonaventure University 564 

St. Clair County Intermediate School District 391 

St. Cloud State University 406 

St. Francis College 248 

St. John Fisher College 560 

St. John’s University 530 

St. Joseph’s University 700 

St. Louis Community College 442 

St. Louis Public Schools 443 

St. Louis University 444 

St. Mary’s College of California 067 

St. Mary’s University 960 

Salem College 606 

Salem State College 367 

Salem-Teikyo University 874 

Salisbury State University 345 

Sam Houston State University 779 

Samford University 004 

San Diego State University 080, 090 

San Francisco State University 083 

San Jose State University 087 

San Mateo County Office of Education 072 

Santa Clara University 093 

Santa Rosa Junior College 095 
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Number 

Saskatchewan Education Resource Centre 935 

Savannah State College 19^ 

School District of Philadelphia 701 

Scott Foresman Library 222 

Seattle Pacific University 

Seattle Public Library g^g 

Seattle University g^9 

Seton Hall University 4gy 

Shawnee State University ^41 

Shenandoah University g^g 

Shippensburg University 

Siena Heights College Library 32 q 

Silver Lake College gg^ 

Slippery Rock University 2Qg 

Social Science Information and Documentation Centre 1014 

Sonoma State University 

South Carolina State College 228 

South Carolina State Library 222 

South Dakota State Library 232 

South Dakota State University 231 

Southeast Missouri State University 428 

Southeastern Louisiana University 3Q2 

Southeastern Oklahoma State University ^^2 

SouthEastem Regional Vision for Education 594 

Southern Alberta Institute of Technology 943 

Southern Arkansas University q3^ 

Southern Connecticut State University jj2 

Southern Illinois University at Edwardsville 218 

Southern Illinois University — Carbondale 206 

Southern Nazarene University 

Southern Oregon State College ^^2 

Southern State Community College ^43 

Southern University 3 q^ 

Southern Utah University gQg 

Southwest Baptist University 422 

Southwest Missouri State University 439 

Southwest Texas Junior College gQ3 

Southwest Texas State University 297 

Southwestern Oklahoma State University 555 

Springfield College 3^g 

Stanford University q9^ q92 

State Department of Public Instruction 5Q2 

State Library of Ohio ^3 q 

State Superintendent of Public Instruction 354 

State University College at Buffalo 5 15 

State University of New York at Albany 5Q3 

State University of New York at Brooklyn 513 

State University of New York at Buffalo 515 

State University of New York at New Paltz 534 

State University of New York at Stony Brook 552 

State University of New York — College at Brockport 5O8 

State University of New York — College at Cortland 5 13 

State University of New York — College at Fredonia 522 
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Number 



State University of New York — College at Geneseo 524 

State University of New York — College at Old Westbury 549 

State University of New York — College at Oneonta 550 

State University of New York — College at Oswego 552 

State University of New York — College at Plattsburgh 553 

State University of New York — College at Potsdam 554 

State University of New York — College at Stony Brook 568 

State University of New York — College at Syracuse 571 

State University of New York — College at Utica/Rome 574 

Stephen F. Austin State University 786 

Sul Ross State University 753 

Syracuse City School District Teacher Center 572 

Syracuse University 573 

Tarleton State University 799 

Teikyo Marycrest University 262 

Temple University 702 

Tennessee State University 750 

Texas Ac&M University 761 

Texas Ac&M University — Corpus Christi 763 

Texas Ac&M University — Kingsville 782 

Texas College 801 

Texas Education Agency 756 

Texas Lutheran College 798 

Texas Southern University 775 

Texas State Technical Institute — Waco 806 

Texas Tech University 785 

Texas Wesleyan University 770 

Texas Woman’s University 766 

Tidewater Community College 846 

Toledo-Lucas County Public Library 645 

Tompkins Cortland Community College 520 

Towson State University 346 

Trenton State College 490 

Trevecca Nazarene College 751 

Trinity University 794 

Troy State University 014 

Truman State University 436 

Tufts University 364 

Tulsa City-County Library 663 

Tusculum College 736 

U.S. Army Armor School Library 290 

U.S. Army Transportation and Aviation Logistics School 828 

U.S. Department of Education 141 

USAREUR Library and Resource Center 996 

Union College 286 

Union University 738 

United Arab Emirates University 1029 

United States Department of Education 084 

Universidad Autonoma de Aguascalientes 1011 

Universidad Del Turabo 907 

Universidad Nacional Autonoma de Mexico 1010 

Universitat Bielefeld 997 

Universite de Moncton 956 



er|c 



203 



Organization index 

Entry 

Number 

Universite de Montreal 979 

Universite de Sherbrooke 933 

Universite du Quebec a Chicoutimi . 976 

Universite du Quebec a Montreal 

Universite du Quebec a Trois Rivieres 934 

Universite Laval 932 

Universiti Pertanian Malaysia Iqq 3 

University Center at Tulsa . 664 

University Library 312 

University of Akron 513 

University of Alabama 

University of Alabama at Birmingham qq 5 

University of Alabama in Huntsville qq 7 

University of Alaska Anchorage * * . . .016 

University of Alaska Southeast Juneau Campus qI 9 

University of Alaska — Fairbanks qI 7 

University of Alberta 945 

University of Amsterdam, Faculty of Educational Sciences 1015 

University of Arizona q 25 

University of Arkansas q 3 q 

University of Arkansas at Little Rock 034 

University of Arkansas at Pine Bluff 038 

University of Arkansas for Medical Sciences Library 035 

University of Bridgeport jj3 

University of British Columbia 950 

University of Calgary ’ 944 

University of California at Riverside 074 

University of California at Santa Barbara 092 

University of California — Berkeley 044 

University of California — Davis 050 

University of California — Irvine 056 

University of California — Los Angeles 063 

University of California — San Diego 057 

University of California — San Francisco 085 

University of California — Santa Cruz 094 

University of Canberra 9 jq 

University of Central Arkansas 029 

University of Central Florida 152 

University of Central Oklahoma 553 

University of Chicago 215 

University of Cincinnati 522 

University of Colorado at Boulder IO3 

University of Colorado at Colorado Springs IO4 

University of Connecticut H3 

University of Dallas 

University of Dayton 1 

University of Delaware Library 1 24 

University of Denver 

University of Evansville 246 

University of Florida 

University of Georgia 

University of Guam 9 qq 

University of Guelph 
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Entry 

Number 

University of Haifa 1002 

University of Hartford 120 

University of Hawaii 199 

University of Hawaii at Hilo . . . ! 198 

University of Houston Libraries 777 

University of Houston — Clear Lake 776 

University of Idaho 203 

University of Illinois at Chicago 216 

University of Illinois at Springfield 233 

University of Illinois at Urbana-Champaign 236 

University of Indianapolis 253 

University of Kansas 276, 277 

University of Kentucky 293 

University of Lethbridge 946 

University of Liverpool 990 

University of London 992 

University of Louisville 294 

University of Maine 322 

University of Maine at Presque Isle 324 

University of Malaya Library 1007 

University of Manitoba 954 

University of Mary Library 610 

University of Maryland at Baltimore 334 

University of Maryland — Baltimore County 336 

University of Maryland — College Park 337, 338 

University of Maryland — Eastern Shore 342 

University of Massachusetts 348 

University of Massachusetts — Boston 353 

University of Massachusetts — Dartmouth 366 

University of Massachusetts — Lowell 363 

University of Medicine and Dentistry of New Jersey 480 

University of Melbourne — Carlton Campus 928 

University of Memphis 743 

University of Miami 145 

University of Michigan 372 

University of Michigan — Dearborn 376 

University of Michigan — Flint 380 

University of Minnesota 403 

University of Mississippi 426 

University of Missouri — Columbia 430 

University of Missouri — Kansas City 435 

University of Missouri — St. Louis 445 

University of Montana 453 

University of Montevallo 011 

University of Nebraska at Kearney 455 

University of Nebraska at Lincoln 457 

University of Nebraska at Omaha 459 

University of Nebraska Medical Center 460 

University of Nevada — Las Vegas 463 

University of Nevada — Reno 464 

University of New Brunswick 955 

University of New England- Armidale 914 

University of New Hampshire 466 
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University of New Mexico 494 

University of New Orleans 313 

University of North Alabama 006 

University of North Carolina at Asheville 578 

University of North Carolina at Chapel Hill 583 

University of North Carolina at Charlotte 585 

University of North Carolina at Greensboro 595 

University of North Carolina at Wilmington 604 

University of North Dakota 611 

University of North Florida 155 

University of North Texas 767 

University of Northern Colorado 1 11 

University of Northern Iowa 260 

University of Notre Dame — Australia 938 

University of Oklahoma 656 

University of Oregon 671 

University of Ottawa 97O 

University of Papua New Guinea 1020 

University of Phoenix — Puerto Rico Campus 904 

University of Pittsburgh 704 

University of Portland 676 

University of Puget Sound 863 

University of Qatar 1022 

University of Queensland 923 

University of Regina 987 

University of Rhode Island 714 

University of Rio Grande 642 

University of Rochester 561 

University of San Diego 081 

University of San Francisco 086 

University of Sarasota 164 

University of Saskatchewan 988 

University of Scranton 706 

University of South Alabama 010 

University of South Australia 925 

University of South Carolina 723 

University of South Carolina at Spartanburg 73O 

University of South Carolina — Aiken 718 

University of South Dakota 733 

University of South Florida 168 

University of South Florida at Sarasota 165 

University of South Florida at St. Petersburg 166 

University of Southern California 064, 065 

University of Southern Indiana 247 

University of Southern Maine 321, 323 

University of Southern Mississippi 415^ 420 

University of Southwestern Louisiana 308 

University of St. Thomas 4I0, 778 

University of Tasmania 926 

University of Tennessee at Chattanooga 734 

University of Tennessee at Knoxville 74 1 

University of Tennessee at Martin 742 

University of Texas at Arlington 755 
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University of Texas at Austin 

University of Texas at Brownsville 759 

University of Texas at Dallas 79 1 

University of Texas at El Paso 759 

University of Texas at San Antonio 795 

University of Texas at Tyler 802 

University of Texas of the Permian Basis 787 

University of Texas Pan American 758 

University of the District of Columbia 142 

University of the Incarnate Word 795 

University of the Pacific Library 098 

University of the Sacred Heart 906 

University of the Virgin Islands 908, 909 

University of Toledo 646 

University of Tulsa 665 

University of Utah 812 

University of Vermont 814 

University of Victoria 95 1 

University of Virginia 822 

University of Washington 860, 861 

University of West Alabama 009 

University of West Florida 163 

University of Western Ontario 966 

University of Western Sydney — Nepean 915 

University of Windsor 975 

University of Wisconsin 890 

University of Wisconsin — Eau Claire 875 

University of Wisconsin — Green Bay 878 

University of Wisconsin — La Crosse 881 

University of Wisconsin — Madison 883, 884 

University of Wisconsin — Oshkosh 891 

University of Wisconsin — Parkside 880 

University of Wisconsin — Platteville 893 

University of Wisconsin — River Falls 895 

University of Wisconsin — Stevens Point 896 

University of Wisconsin — Stout 887 

University of Wisconsin — Superior 897 

University of Wisconsin — Whitewater 898 

University of Wyoming 899 

Ursinus College 684 

Utah State Office of Education 813 

Utah State University 809 

Valdosta State University 197 

Valparaiso University 257 

Vande Bogart Library 450 

Vermont Department of Libraries 816 

Veterans Administration Medical and Regional Office Center 325 

Victoria College — University of Houston 804 

Victoria University of Technology 934 

Victorian Institute of Secondary Education 935 

Virginia Commonwealth University 840 

Virginia Department of Education 841 

Virginia Military Institute 833 
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Virginia Polytechnic Institute and State University 




Virginia State University 




Wagner College 




Wake Forest University 




Walsh University Library 




Wartburg College Library 




Washburn University of Topeka 




Washington State University 




Washington University 




Waukesha County Technical College 




Wayland Baptist University 




Wayne County Regional Educational Service Agency 




Wayne State College 




Wayne State University 




Weber State University 




West Chester University 




West Georgia College 




West Texas A&M University 




West Virginia Graduate College 




West Virginia Institute of Technology 




West Virginia University 




West Virginia Wesleyan College 




Western Carolina University 




Western Connecticut State University 




Western Illinois University 




Western Kentucky University Libraries 




Western Maryland College 




Western Michigan University 




Western New Mexico University 




Western Oregon State College 




Western State College of Colorado 




Western Washington University 




Westfield State College 




Westmar University 




Wheaton College 




Wheelock College 




Whittier College 




Wichita State University 




Wilkes University 




William Paterson College of New Jersey 




Wingate University Library 




Winona State University 




Winston-Salem/Forsyth County Schools 




Winston-Salem State University 




Winthrop University 700 


Wisconsin Department of Public Instruction 




Woodford County Teacher Resource Center 




Woodworth Library 




Wright State University 




Wright State University — Western Ohio 




Xavier University 




Xavier University of Louisiana 




Youngstown State University 
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